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T H E W E A T H E R . 
Nebraska: Partly cloud}' to- 


night and Sunday: possibly rain in 
extreme southeast; somewhat colder 
in east portion. 


Lincoln: 
Mostly cloud}', prob- 


ably rain or snow tonight or Sunday; 
somewhat colder Sunday. Lowest to- 
nipht about GO above. 
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CAVE-IN ENTRAPS A SCORE OF MEN 


HOOVER DEFIES 


UPPER CHAMBER 


IN TOWER FIGHT' 


Chief Executive Declines to Resubinit 


Nominations of Chairman Smith and 
Commissioner Garsaud and Draper 
of Power Commission—New Battle 
Royal With Coalition of Republican 
Independents and Democrats Looms. 


WASHINGTON. Jan. 10—(AP)—President Hoover to- 


day declined to resubmit to the senate the nominations of 
Chairman Smith and Commissioner Garsaud and Draper of 
the power commission. 


WASHINGTON, Jan. 
10—OP)— 
President Hoover informed senate 
leaders he expected to reply today 
to the resolution requesting the re- 
turn of three power commissioners' 
nominations. 


Convicts Tunnel 


Way to Freedom 


clearly that he did not intend to 
comply. 


:, N. M., Jan. 10—(INS) 


—A secret seventy-foot tunnel un- 
der the prison walls was used today 


NEW FARES FOR 
LINCOLN STCEET 
CARS 


Traction Company Wants 


Charge On Basis Of 


Length of Ride. 


Davis Resigns From 


Court Commission 


PLAN FIVE CENT 


BUSINESS ZONE 


The" commissioners are Chairman , bv five convicts in escaping from 


George Otis Smith of Maine; 'Mer- the state penitentiary here. Con- 
cel 
Garsaud of Louisiana and | struction of the tunnel consumed 


Claude L 
Draper of Wyoming , nearfy a year, prison officials be- 


They previously were confirmed by ' heve 
the senate and have taken office, 
i Bloodhounds that followed 
the 
Senator Watson ,the republican ' convicts' trail for a short distance 


leader ,was prepared to keep the i from the prison soon lost 
the 


senate in session today awaiting scent, and armed posses are scour- 
the repuly of Mr. Hoover. It as me the countryside for the men 
expected "at the capitol to be a 
Two prison guards have been 
sicnal for a new battle between the suspended as a result of the break. 
president and the coalition of sen- | 
__——. 


ate democrat and republican in- | PROPOSES $15,000 
dependents . 


Asks Mitchell for Opinion . 


The president requested Attorney 


e\en before the senate resolution 
reached 
his 
desk. 
The 
latter 


dropped all else at once. 


Meanwhile, advocates of the mo- 
tion for recall—sponsored by Walsn, 
democrat Montana—were consid- 
ering plans for further action m 


AS BANK CAPITAL 


Spence Introducing Bill to Permit 


Issuing- Charters to Institutions 


In Small Towns. 


To meet the situation at Crab 
Orchard and other small -villages 
which have been left without bank- 


facihties through the failure of 
event the president rejects the re- msatuuons whicn formerly served 
quest, which was adopted yesterday, \ -; 
44 to 37. 
Senator Walsh said off the floor 
that as a "legal proposition the 
three men are no longer commis- 
sioners, but as a practical proposi- 
tion there is no way of getting 
them out unless the president ac- 
cedes to the senate's request, as I 
assume he will." 
Despite the contention of the 


.. a bill will be introduced in 


I the legislature by Bepresentative L. 
D. Spence of that place authorizing 
the state commerce department to 
issue new charters in such places to 
tal 
banks having $15,000 capital. 
Under the present law no charter 
can be granted on a less capitahza- 


Crab Orchard, wnen the first one 
failed, its assets were purchased and 
taken over by the other bank. Later. 
the second one became insolvent 
and was closed, about two years ago 
s then the community has had 


tion than £25.000. This provision, 


j declares Mr Spence, has worked a 
j great hardship in his town and its 
Montanan that the commissioners | surrounding territory, up 10 a few 
were legacy out of office, their j years ago there were two banks at 
nominations were not on the sen- 
ate's calendar of esecutne business 
for reconsideration. 
»w Battle Royal looms. 


The coalition of democrat"; and 


republican independents, wnich op- 
posed the Hew er policies on tariff *o bank ana its people have to 
and farm relief in the last session, ^ansac., tneir business through in- 
CU1M ***»-—•• - — 
^.4.,^.,*.,^^,^ .^ _,n,^.>,V,'-,—1-nfr 
-t-ntl 
,T- 
agam combined to override the ad- 
ministration forces on the Walsh 
motion and another battle royal 
between the president and the re- 
bellious senate is in prosr>ert 
Befusal to vote appropriations for 


the commission was under consia- 
eration by the senate foes of the 
three commissioners 
This acnon 


•was bemc considered by a number 
of senators, including Diil. derao- 
rrat, Washington, and Brookbart 


Rerouting and Extension 


Of Service Also 


Contemplated. 


Asking a revision in fares, based 


on the length of ride and rerouting 
of several lines with some exten- 
sions of service, the Lincoln Trac- 
tion Co. filed two applications af- 
fecting Lincoln's rail and bus ser- 
vice with the state railway com- 
mission Saturday morning. 
The chief changes the traction 


company requests are: 
Establishing" of a 5 cent fare in 
the business area, extending rough- 
ly from the capitol to the state 
university and from the Burlington 
depot to Twentieth and O streets. 
Establishment of a flat 10 cents 


faie for the remainder of the city 
now served on 10 cent or four for 
30 cent fares 
Retention of 
the 


2 cent charge on crossing the outer 
fare zone now in force. 
Propose Thronirh lane. 


Establishing a, through town bus 
line running from the agricultural 
college through the business dis- 
trict out South Thirteenth street to 
Fourteenth and Harrison 
streets 


•where line divides. 
One branch 
goes to Twenty-second and Smitn, 
other to Fourteenth and Arapa- 
hoe. 
Addition of a bus line running 
from state penitentiary to state 
hopital, 
permitting 
transfer 
to 
throuEh town bus line on Four- 
teenth -street -aad rail Ime terminus 


TRADEWD HOPS 
OFF AT BERMUDA 
FOR THE AZORES 


| Mrs. Hart and MacLaren 


On Second Lap of 


Flight to Paris. 


Weyer Gets 8 Years 


For Local Robbery 


GOOD WEATHER IS 
REPORTED FOR TRIP 


CLAUDE A. DAVIS. 


Resignation of Claude A. 


from the state supreme court com- 
mission -was received by the superior 
judges SatnrdaT- 
Mr. Davis, who 


•was formerly city attorney of Ord 
for many years, wffl take up-private 
practice in Grand Island, beginning 
Jannarv 17. 
DAVIS RESIGNS 


AS STATE JUDGE 


on Tenth street. 
Abandonment of 
South Eigh- 


teenth street rail line -and substi- 
•nution of bus line running irom 
Burlington depot past hotels and 
capnol" and extending service from 
Twenty-seventh and D streets to 
Thirty-seventh and D. thence south 
to A, west to Thirty-third, north to 
D and return. Would give depot- 
capitol service every 15 minutes. 
The application 
r e c o mmends 


changes to improve service and re- 
duce operating expenses. The ap- 


(Continned on Page Two.) 


stitutions in neighboring towns 
Spence's bill will draw the line at 
villages havme fewer than 350 in- 
habitants. 
The $25.000 -mi-nrmim 
capital provision win apply every- 
where else, but m the smaller towns 
S15 000 will be sufficient, according 


fixtures 


Orchard citizens 


E over the building and 
of the suspended bank 
which was operated by C. L. Sotheil 


HOLDUP GIVEN 


TERM 8 YEARS 


Member Supreme Court 


Commission to Enter 


Private Practice. 


Resignation of Claude A. Davis 


Journey of 2,000 Miles to 


Island Group is Long- 


est Scheduled. 


HAMILTON, Bermuda, Jan. ID— 


fjpi— The 
monoplane Tradewind 


horroed off for the Azores at 12 15 
p TTI , (11:15 . m, E S. T.) on the 
second lap of a pay load flight from 
New York to Paris. 
Local weather 
conditions were 


favorable as Mrs. Beryl Hart and 
Lieut. William- S. MacLaren started 
tneir 2.000-mils all-water hop across 
the Atlantic. 
Mrs. 
Beryl 
Hart, 
27-year-old 


widow, and Lieut. William S. Mac- 
Laren, naval reserve officer, planned 
tneir pav load flight to Paris last 
fall with" the idea of aemonstratmg 
that ocean flying could be 'taken 
out of the stunt class and put on a 
sound commercial basis." 


Hopped from Hampton Roads. 
They made the jump to Hamilton 


from Hampton S,oads, "Va., in fr 
hours and 55 minutes in their second 
attempt.* 
The" hop to the Azores, 2 042 miles, 


is the longest one scheduled, Prom 
there the aviators plan a direct 
flight to pans, 1.520 miles 
The nlane is a white Ballanca 
monoplane, fitted with pontoons. It 
has a 300-iiorse power Whirlumd 


HAELEY WETEB 


Arrested three hours after he 


held up a filling' Elation here Fri- 
day nieht. Harley Weyer, 26-year- 
old ex-convict pleaded girilty to a 
charge of robbery, and was sen- 
tenced to eight years in the Ne- 
braska 
penitentiary by District 


fe Frost. 


TWENTY ESCAPE 


DEATH BY QUICK 


WIT OF WORKMAN 


Many Entombed in Frisco Water Project 


As Section of Tunnel Gives Way- 
Man Drops Long Pipe in Center of 
Slide, Furnishing Air to Fellow Work- 


ers—Rescue Crews Impeded by New 
Cave-Ins. 
SAN FRANCISCO. Jan. 10— (AP)—Trapped by a cave- 


in they were working to prevent, but saved from death by 
the quick wit of a fellow laborer, twenty men awaited _ de- 
liverance today from a tunnel of the Hetch Hetchy municipal 
water project. 


r* 


THE WEATHER. 


INCOPORATE SIX 


GAS CGI 


•* 
* 
* 
* 
if 
UNCOIL, Neb , Jan 
10—Forecast TC 


if lor tompnt and Sunua^ . 
•£ 


if 
liacola and i iclnlt}—Mostly cloudy •* 


if profaabl} rain or snov tompht of -K 
if £»uuaav~ 
somewhat, colder sundae if 
ir Lowes; temperature tonigbt about JO •* 
•f decrees 
* 
-J 
ior Nebraska—Partly cloudy to- •* 


— night and Suntmj, possibly rain In * 
extreme southeast portion, somewhat if 
colder in east portion 
" 
* 
j-or Kansas—Cloudy, rain in east ^t 


and 
centra! portion1; tonight and -»r 


probablj SuadRj mornuiE, not much •*; 


hoaed to reach Eorta in about 
iwsntv-one hours. This -would bring 
them "to the Azores" at about 8:15 
Sunday, eastern standard 
a. m 
time. 


of Ord, from the Supreme court [ engine and a gasoline capacity a. | 
commission, to enter private prac- 1400 gallons. It has no radio 
tice at Grand Island, was an- 
T-i-ntsnant MacLaren said he 


nounced fay the conn; Saturday 
morning. The xesignatiDn was ac- 
cepted to take effect January 17. A 
successor will be named sometime 
next -week. Chief Justice Charles A. 
Goss announced, 
Mr. Dans, -who has been on the 


Supreme court commission three 
years, mil succeed Kalph S. Horth 
as a partner of Leo Cleary, past 
president of the State Bar associa- 
tion, and "William Suhr. in their 
law practice at Grand Island. Mr 
Horth left his position to become 
district judge by appointment to 
succeed Judge Bayard H. Paine who 
•was elevated at the last election to 
the Sirareme court. 
Court Expresses Kegret. 


BRYANAPPROVES 
NAMING BABCOCR 


Confirms Appointment 


Of Lincoln Man As 


State Accountant. 


The successor to Mr. Davis on the _, 
. 
-Dn4-4-~— 
,mmission Tffl serve only until Commissions Battan 


Clark as Deputy 


Ex-Convict Sentenced for 


Robbing of Lincoln 


Service Station. 


Police Trap Bandit in 


Rooming House Soon 


After Stickup. 


commission 
September 15 since the commission 
expires at that time. The other 
commissioners are "W- "W. Wilson 
and F. L. "Wolff. 
The court, m accepting the resis- 
! nation exnressed regret and ap- 
preciation of the services of Com- 
missioner Davis, Mr. Davis also ex- 
pressed regret at leaving the post. 


I 
Before coming to Lincoln as a 
member of the commission. Mr. 
Davis had practiced in Ord lor 21 
•pears. He had been ciry attomev 
. 
there Sor ten years and precedme j 


county attorney. 


as 


State Sheriffs. 


E. C Babcoct 
of Lincoln be- 


came the new state accountant of 
Kebraska. in the office ol State 
Auditor G. "W. Marsh, 
following 


the confirmation of his appoint- 
ment Saturday morning by Gov- 
ernor Bryan. Mr. Babcock entered 
upon his duties immediately, re- 
lieving: C. A. Somme 


A SLIDE BU 


170 IN ECUADOR 


thev will try to get an experienced 
banker to come in from outside, 
take the other half, and manage the 
institution if a charter can be ob- 
tained. 
The contemplated asw enactment 


Prison doors opened Saturday for 
the third time m the past ten years 


" alias Jesse 
state 


. . 
. 


"Frost after Weyer pleaded euilty i 
•=. 
j_ 
i i ...... 
_*• 
*-^ ^ on 
j——-—. 
"B1^ «•«•*> *>«4 [ 
•*•*" 


who 
had 


that had served a 4 year term as been "holding over 
as state ac- 
countant pending action by tHe 
governor. 
"I have 
tmamii Mr. Babcock 


personally for 
twenty years and 
his appointment is satisfactory to 
me." 
Governor Bryan 
informed 


a this j r?nT~f>TJ?J?\~TJt 
-47V7) J newsoaper nea, 
after he 
had 
Judge! PULKl&C'IMll 
A1MJ J 
. £. 
accountant into 


HEADQUARTERS AT 


Coryells to Head New 


Marketing Agencies 


In Iowa, Illinois. 


L L, Coryell, ST., and L. Leland 


Coryell are named as president and 
vice-president of sir gasoline mar- 
keting companies for which articles 
of incorporation were filed Satur- 
day. =2Ea<ar company is to have an 
authorized capital stock of $25,000 
and is to enst for fifty years. Home 
offices for each are in Lincoln, but 
five Iowa and one Illinois cities are 
to be the places of business 
The general nature of ell the 


companies is to buy, sell .and oper- 
ate retail and wholesale stations for 
the sale of gasoline, kerosene, lubri- 
cating oils and allied products, ac- 
cording to the articles. Ail stock is 
to be issued m tne denomination 
of S100. 


A third incorporator, who will be 
secretary-treasurer, is named for 
eatii of the companies. The various 
companies, with their respective 
secretary-treasurers, are: Davenport 
Marketing Co_ iiita Powell; Ceoar 
Haoids Market Co, Evelyn Nuna- 
inaker: Clinton Marketing Co . Mary 
V 
Johnson- Dubuque "Marketing 


Co., 
Tictor Z. 3nnk; Galesbure 
Marketing Co. Walter ? Kunger" 
Des Momes Marketing Co, Gladys 
S Alloway. 


Monday, articles of incorporation 
win also be filed 
for the L L 


Coryell and Son Investment Co.. 
with a capitalization of SlQOtOOO and 
a life of fifty years. This corpora- 
tion will be authorized to buy and 
sell real estate in connection with 
the gasoline business. 


According to L Leland CorveH 
the new organizations do not affect 
the preaent L L. CorveU Co. but 
are additional corporations to facil- 
itate expansion. 


.49 
.SO 
49 


he temperature durtaE the past •*• 
hours 
* 
' 
3 a ic 
30 •*• 


4 a. m 
31 if 


5 s. m 
31 -*• 


6 & m.. 
7 a. m.. 
8 a m . 
S a. m.. 
10 a. m... 
11 a. m.. 
12 noon.. 


...39 
...39 
..3E 
...35 
..32 
..28 
...30 


.to 
33 ^ 
34 * 
36 •*- 
36 •*• 


Rescue crews boring through the 


debris were impeded by new cave- 
rns as they retimbered the tunnel. 
Rescue 
operations 
began, im-^. 


mediatsly after the first cave-in, 
•which occurred early last night. 


The slide. 400 feet from the east 
entrance, occurred near the spot 
•where rwehe men we~2 killed by 
an explosion of methane gas in the 
tunnel last July. 


50 Feet Below Surface. 


The stretch where the men were 


mange ji temperature. 
•* working 750 feet below the 
BUT- 


•*• __ 
^-—_,___, ^ __„. * face is known as the most danger- 
" * ous section of the tunnel through 


the coast range, east of San Pran- 
cisco 


The night shift was replacing 


weakened timbers to prevent a 
cave-in on a short stretch betwecc 
concrete walled sections of the 
tunnel when cracking timbers and 
falling rock warned them of the 
danger. The workers dropped Their 
tools and fled. Several got out be- 
fore the slide came. 


Daring- Act Saves Men. 


The lives of those -who were 
trapped probably were saved by the 
presence of mind and daring of 
Welby Morgan 28, one of those 
who escaped With the first -warn- 
ing of falling rock, he seized a 
twenty-foot length 
of four-inch 


iron pipe and dropped it in what 
he thought would Le the center of 
the cave-m. His guess was right, 
the pipe extending entirely through 
the sixteen feet of debris and fur- 
nished air to his entrapped fellows. 


The workmen had scarcely broken 


for freedom when the roof caved 
in. hitting several with flying rocks 
and Knocking others down with the 
rush of air. 
jctowever, none was 


reported seriously injured. 


Beach Halfway Mark. 


Livermpre headquarters of the 
Hetch ±ietchy project announced 


f 3 p m. .. 
-r 
-s p m... 


if 5 p m . . 
if 
6 p 
m... 
it 7 p m..* 
If S p 21. .- 
if 
9 p 
m... 
-r 10 p. m... 
•K 11 p m 
, 
•ir 12 midmciit ..32 j 12 noon.......35 •*• 
-*• 1 p. m 
28 
i 
1 a. E 
....40 * 


^J. 2 a-m. 
30 i 
2p.m. 
42 •*• 


if 
+ 


if 
Wind Teloclts at 12 30 p m. today, * 


if 9 miles per houi. 
.-*- 
* 
— 
IT 
if 
'Weather cbrougliout the state tt 7 •*- 


if & m. today, cloudy southeast, clear -fa 
•*- elsewhere. 
"*- 


ic 
EiEhcst temperature 


•*- today, 16, lowest, 1. 
J 
Dry 
i. 
3uln 
J 
730 A. M ........ 33 


-*• 12 30 ?. M 
..... 
38 


1C 
Sun anfi SloDt 


if 
Sun rises, "7 52 a. m. 


-if 
Sun sets, 5 16 p 2£ 
^r 
Moon rises, 12 52 a m. 


if 
Moon sets, 11 43 a m. 


L year ago *** 
Wet 
HeL if 
Bulb Hum •*• 


SO 
-*• 
« •* 


** 
•*• 


32 
31 


REPORT BURGLARY 


AT ELEVATOR TO 


SHERIFF EXDRES 


since 
First 
burelary 
reported 


- • Omaha succeeded j ££uy ^^ d™£ t™^ 


state sheriff was, ers had reached tne halfway mark 


3 the rescue operations 
Officials said the rescue could not 


Michael Endres o 
W. C. Condit as 


to the state law enforce- j m^the_rescue operations 


3 ' ment department Saturday mom- 


'ing.The burglary occurred at Enders. 
Neb Bobbers broke into the safe of 
'the Farmers Equity Eiex-ator and 
! Lumber vard and escaped with $49 
1 cash. 
' A $100 reward has been offered. 
the sheriff at Imperial notified 
iShsnff Endres. 


be effected before midday at the 
earliest. The trapped men were re- 
ported "all 
well" and receiviiie 
plenty of air. 


Hosman, secretary of the j 


Teachers associa- 
te robbery of £13.30 from Edward _..__. ,.*,.. 
F 
Shook, an attendant at the, Nebraska o^^e 
_ 
_ 
Checkerboard Service station^ For- i tion, has requested an opinion from 


O 
zy-eichth_ and 
streets Baday , the ciry council whether zoning re- 


would not make it mandatory on after a struccle with police three 
the state to issue a charier m every ' hours after "the robbery. Most ~' 
town under 350 population, but ths the loot was recovered. 
head of the stave 'bankins depart- 
TS"eyer shrrwed little concern over 


_ 


meat. j.ne banoit was capiitred ,stnctions would affect the proaDsed 
. 
• 
- 
estaa^juaeni of a pennanem head- 
quarters for the assoaaaoaia ^e ' 
old Ganter property si fourteen ^ 
_ 
- TT- , 
T~ 
-,f j iieau ui wie s;«i/e Hunting aepari- 
weyer sarrwea jitiae concern ove. a^jj j streets. 
TraCK V\ OrKerS JLninnieu ment would raerdy be empowered th° sentence. 5° informed the court j The city attomer and .the aty 
T, 
» 
-i 
i_ 
-r-" 
1^0 do so on the smaller amount ol -1ha-1. be has served m the SBTISBS j erunneer have been requested to rc- 
JtJy Avalanche r rom 
, capital. 
sa^e reformatorr twice since 1S21, i 7>ort on the situation at the Monday 
firsr for auto theft aad on the sec- meecnsr of the council. 
Mountainside. 
; 


GUATAQTIL Bcuador. Jar. IP—. 


•?••—A laadsiae rnarmr drwa frosi 


and Quito rairwic todzr buns-d 170 
trfi£k s'j^krrr TK-ho w ti^v UTIT-OVCT- 
mc s ptrrtch r>r ab?'j". 20D yard? 


Frss, :«v»o"^ sac :hr sUar haa 


"" sS B fain t.i:ir.r I7t rias- 


s&ai Ih? nrj- "nr;i 


' cod occasion for forteiy. 


defendant declared that ae Afprnher*; of 
•\TASHZNGTOX. 'Jaa 
30-JP— 
one Jiemoer» OI 
Jones Bill Passes 


"Jan 
ID—.**— jjaj; a0 near relatives esceut one 
The ."ones bin authonanzr annual brother -whasp whereabouts he does 
federal appropriation of $1.000.000 -,oj taow. Hs has recently been 
to ie spent 
aloru: tnth eoaa] shactzrir corn in l»exinctoa. he 


its ton JOatcs for "prarn?- 
tloa of the hea:'J2 and -welfare of 
mothers and infants." trss passed 
tr«clsT trr the ser-ste. 
Thr bilL. paKSpd by 55 to 10. 2ow 


-o thr 


Board Investigate 


Hastings Hospital 


^^ 
Members of the state board of 


~ri» "robbcrv was "committed shortiv control irere at Hasttacs Saturday coreraor iad oecUnsd to_app_rc<vr 
':er E p"rlKi •withsa cs hour of -nsitmr the state basnital there and Babcact'T seiecaon would aavs 


3e adir.Jttefl steaiac the ca. , 


•which he case to XacolTi- 


i caued 
* office lor a short interview. 
The ctrvemor did not exact any 
ledge "from 
Sabcock 
regarding t 
i» ^naimer in -which the iatter's 
is 10 be perfonn?d. but said 
sd to make sure it 


e Babcock with whom 


The appoint- 1 
years, starting 


January E 
Approval "was crren by Bryan us i 
the accountant's surety bone lor 
S10.0DD. «•"?' also w bonds in_ like 
amount «Tl> lor Sraak 3. jaossa 
ana Thomas 31. HDey. appo^ited by , 


itor Msrsri lias county tTEasury ^ 
The covemor's O K.' 
is jgquli'sJ 02 olTacial bonds thtjurh, 
he ba? aothia? to s»y aboin the 
ol the craminers- 


Auaitor Marsh, in the ereat the 


MISS KING NAMED 


NEW PRESIDENT 


LINCOLN TEACHERS 
Officers of the Lincoln Teachers 
association, elected last Thursday. 
were announced Saturday noon as 
loliows- 
Miss Came Sine, presi- 
dent: MJSS Safiie Baird. nee presi- 
dent: Miss Georcia Moon, secretarr; 
C L Culler. ^Basurer. aad A. 2. 
j'olsom, truFtee, 
The association's next mestinc 
be aeld Monday January 2£, 
i the officers wO be sastaHea. 


A reception wCI be held at a later 
aste. 


Plane in Italian 


Air Fleet Sinks; 
Crew Is Rescued 


Jan. 
10—VP) 


Kata3 ^ 


Esiend Ban 2 Tears 


On Prairie Chicken _1* 


State Kepreseatatave C. S. Beece J day said the Italian airplane pflot- 


of Cherrv county will propose an Jed by Commander Baisrrocchi, ia 
amencment to ^e pressnt ash and Ge:r Ita]o 3ajbo.s 
teans_Attante 
game laws^of ^siKask^Kjaunuia* 12eet_ sant oH p^.-^^ do Ro 


ASK DISMISSAL OF 
HATILAXD DAMAGE 


SUIT FOR $60,000 


1933. The act passed two years ago 
closed the season on these birds 
every alternate year, but Heece says 
this "is aot eaouch vo preserve them. 
He believes that another two years' 
nrotectioa -win give them a chance 
to increase br tjropacatian so that 
limited huatmg can aram be al- 
' lowed. 


I tempted to take off for Natal where 
' the rest of the fleet is waiting. The 
1 crew was saved . 
| This W»K the plane -which had 
been forced down m the ocean at 
St. Paul's rocks and was towed to 


dcni 


•srh? lai Jcarec ihs: i*rc 
iadm Avrrs -sra? sb-«ra 
stract i?r ^ic ;anss!idt. 
COUPLE ROBBED 


ROAD 


Ihr t±a» hr reacliecl here- Police caadactas sn mvestzataca of the 
riai beer; aalosBied oT tbe_theft o* jastaatioc. 
^ 
tij? car Jroa Mrs. J!n? «KaEr at 
"Prhethsr ~£x ii:~sstizatioa rtsaj'- 
irua aaa -srcre oa the looted eS frsrc aaajoaosd dggnaaat>aa 
5^ 
of Hastias? iesssiators X> UTSSF s 


•«ver aidreS s bad zazit Icr urob*- of the coaSac; o: the bas- 
hs acti—tics In a d^te-mine^ el- •pftH's affairs, -was aot reveaJei. 
*-r—* •*-! Ti^i*»»iV 1*1* 
*^»"**l?TSt TT3T* 
OT 
•• •— 


'"* 
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' HEAD OF SCHOOLS 


AT YORK RESIGNS 


contsiaei Sotntaer la lias siste ar 
csmataat's positioa. witarrjt 
the 
fanaajtr o' Tnalr.Ta- aaoiser ap- 
saa 
asfaai: Bryan tt> 


Marsa 


iar 
tCDr-t^ri. 


i:ta: ifc-t 


si ib*- SS.T--' t^r1" hft 


il 
—' 


The Inn* cuajsaa, •srhn h*M sr 


5Cr aad 
Mrs. Bar; 


3S G Ftrwt. acar tar 
rcartsry 
C" after 6 3D 
st£ at Jsrct Set 
orr:iaj: The baadit cot K4. 


Sjml Stolen Car. 


irt rf th» liscasr aumber 
3aa2tt s autoaftnje. 7>o"3rr 


eiT. B huTi* "whi'-h 'wa; rrw^rd^M 


pBtrt'"^riar; zvr-umt'ujn a nr" 


tcraa Jor tae accourjtarit. 


•wiC be astsi by 


Tspsal ihs clause 12 the 
rsqawasr iae rcrrcrasr Jo 
as auditor's choice of an 


itrrelv aaacr iia 


.rrrtjoiL lilarsh 
thlnkr 


shnalS ant be isnaperei 
T ir. ^rt?'^*7!ir the appoint- 


Cosnnissions Pejiuly Shniffv. 


that, ^ac Veterans uo— 


itaG beiac on Jeaeral p; o^e: < v s 
os subject to Kebra^s's ~^-r 
noae. aad ajleijas: tiiat il5«> acci- 


dcaih ol Jaacs A. Herjlsnil 
£ i? in? trso aecliCE32e the 
Coastractasn Co" iae£ sa 
c- aad zrotaaa Isr ete=i«sa: -^ 
S50B9D San325e smt 
ctf Mrs 
tr ?»acr£} canrl hsr*- Ssl- 


STATE WILL SUE 
BANKS FOR LEVY 


Sorensen Declares Court 


, Action To Be Brought 


If Refuse Payment, 


'5 GIVES LECTCKE. 


J C Noraian Hichards, orcaairt, 


of St Kary's cathedral. Lincoln, 
cavr as lUustratea lecture on "The 
Mechanic*.1 Cunstraction of tb? Or- 
| caa" brfo-e the Laco2a Cccamst's 
cuiid at tbr chaiaber of oomraerce 
Satarcu" ar>on 
A brief busSncss 
session prcrcasd the lecture. 


3vlr sainiand -eras JataUy n 
or JsaE 4. -sriisa a 
tJerEtor i=trat* h^r. 
-Mrs 
laad * pctrtasn aad charred t 
tlrrBl'ir •sras nm 71 — cierlr tc 
-sariaa; to bufldmc riler cf tar 


tei-^d tap bosrd that he mar S:s- 
cttnu? h» "STrt: a? t«acher ae 


*.,!. 
, ^TfeTri*1 "her*1 he 


er mcr; lass hr had s 
Omaha Girl Killed 


When Avio Ditched 


«*• ^iT r. 


cs.t 


r ratsr^t sctr; n* 
*in«srKiitii ^erkrc, s 
r b-jt da* to thr 
.siby tc ocsErsbr r 
Ssscraoaa «£ 


Weather Forecast 


For Coming Week 


CHIC %GO. Jaa 1*— P — Ttot 


taJ:* tar a^acc 


Mr 


33T- S Ciart of 


: by bxJ: tntr. 
o* thaw T-r.ssh 


5fbw»J Stwtterl Ixxies Life in 


Apridcni. While Thrpe 


A2 slais baate 
Jused to pey their 1931 spediO as- 
sessasats tmder lh* prtmsioas o' 
tts ac! passed by lac precial SEP- 
noa oT Has iMaiiaiare last y^ar 3or 
tat 
dJOTWi-arf" fiaa" 
s"it)«nn!ml 
;-jafi T^I: b' sard ~. tnr rcspcnn't 
distnss rourts or th* stair i? thr^ 
ncrstnt ;a tnt.lr artjnr:, Attorrjcy 
Genera] C A Srceawa asawnsrcd 
Saiurisy 
Tae sttorary ircaerat sr a'WBjlsar 


•wtjr£ iroa-j Secrctarx &J TraS' ant: 
Carnrncrrr C G Bliss « to tar 
bantas TThirJ) had reused 


Sjrt: lav 


anfi 


"VSn«;t}T f»- --: 


As Rogers Sees It 
' 
BrT\"ESLT HILLS, Jan. l 


K1 — Don't jrei a farmer -wJio , 
if hollering for food mired , 
'up "sriih a red -wbo is bolkr- 
iug: fnr di'dtaenl. This 
TnomiEjr'f pi.;-?! had some 
prcttr brjghl nevrF in it. Il 
TrasE't anrtodv's "pr^dic- 
tJon." Jt -srat that over 
K»0 7,hou5.and irj£2 had just 
been put 


and 
jcorfc of t!w 
rateis prrr <x«i*tbc7Xi 
r-^t-r^r •at"!* 
fltr.v css 
-- v-tssji smotis "*- 


n^Cf of 1.1* a5.^-sn!*"-" P~« ^^r 
c-ed hsv* si.rcj.i- as* .'„••:. r-s: 
ti-jpar T^-^^: '-•• re- 
A f^ h"-s 


*-v«~ a-*- rs— nr ^lih s asraosr r 


} tc S« JjrarS irors. 


-wr-rk. Thst'5 


e ~JJ".ri. ri-jl it's a 
An avful J-: of ue^ 


IT " vc rnf.r? p <"' : r. p 
ID 
5 >c 


?vioT75 ;~ 
I" 
1" l "•r"tk 


*"*~ are 


-5 rr,ir.. 
WILL, 
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NEWSPAPER! 


REQUEST OF SENATE REJECTED 


T H E 
W E A T H E R . 
Nebraska: 
Partly 
cloudy 
to- 
Tilp h i and Sunday : po ssibly rain in 
•xtrem e so utheast; somewhat colder 
in east portion. 
Linco ln: 
M ostly cloudy , prob­ 
ably rain or sn o w tonipht or Sunday ; 
somewhat colder Sunday . lx>west to- 
nipht about no above.. 
THE LINCOLN STAR 


For Po lice Ca ll B-3 3 21 
Nebraska's 
B e s t 
N e w s p a p e r 
H 
o m e 
EDITION 
Fire Alarm B'2222 


T W E S T Y - M S T H YEAR 
LISCOLS’, SEB., SATURDAY, J A S U A R Y JO, J93 1 . 
EIGHT PAGES 
CAVE-IN 
E NTRAP S A SCORE 
OF 
MEN 


HOOVER 
UPPER 
DEFIES 
CHAMBER 
IN ‘ POWER FIGHT 


NEW FARES FOR 
LINCOLN STREET 
CARS PROPOSED 
t 


Traction Company Wants 
____________ 
Charg e On Basis Of 
Chief Executive Declines to Resubmit 
Leng th of Ride. 
Nominations of Chairman Smith and 
r 
Commissioner Garsaud and Draper 
^___ 
of Power Commission—New Battle Rerouting and Extension 
Roy al With Coalition of Republican 


I n d e p e n d 
e n t s a n d D e m 
o c r a t s L # o o n i s . 
A sk m g« 
re^nsion m ia r« ba.sed 
W A S H IN G T O N 
J a n 
1 0 — t A P — 
P r e s id e n t H o o ve r to - 
on the lenr-h of nde and rerouunc 
vx AMIJ-NVj J 
Jan. jv 
.-ti 
of aev eral Uncsi with « ome ex ten- 
d a y d e c lin e d t> 
re.‘^ :.'m il i c th e i^enale th e n o m in a tio iif o f 
i'hairm an Sm ith and I 'mmissioner Gi^rsaud and i ra>er 01 
applications af- 
the pow-er comrras.sion. 
= 
= 
= 


Dai U Resig ns Fro m 
Co urt Co mmissio n TRADEWIND BOPS 
OFF .AT BEREIDA 
FOR THE .AZORES 


Mrs. Hart and MacLaren 
On Second l>ap of 
Fliirht to F*aris. 


Wcyer Gets S Years 
Fo r Lo cal Ro b b irg 


GOOD W EATHER IS 
REPORTED FOR TRIP 


■WASHINGTON. 
J an. 
t 
, 
president Hcwver Informed senate I O n V l C l S 
1 U n n e i 
leader* he expected to reply toda^ 
1« the re.soluiion reque.stmp the re­ 
turn of three power commissioners 
nf» minationt 


t focting Linco ln■* rail and but ser­ 
vice with the state railw’ay com­ 
mission 


CLATDE A. DAVIS. 


J ourney of 2,000 Miles to 
Island Group is Long ­ 
est Scheduled. 


H.AMILTON Bermuda J an 
10— 
JP'— The 
monoplane 
Trade wind 
hopped o ff lor the Azores at 12.15 
p n... '11 15 
m.. E S. T.- on the 
.second iap of a pay load flig ht from 
New York to Paris 
Local 
W’eather 
conditKins 
were 
HAELEY WETER 


TWENTY ESCAPE 
DEATH BY QUICK 
WIT OF WORKMAN 


Many Entombed in Frisco Water Project 
As Section of Tunnel Gives Way — 
Man Drops Long Pipe in Center of 
Slide, Furnishing Air to Fellow W ork­ 
ers—Rescue Crews Impeded by New 
Cave-lns. 
SAN FRANCISCO, J an. 10— < AP>— Trapi» ed by a cave­ 
in they were w erking to jTtvent, but savt'd from death by 
the q-jick wit of a fellow laborer, tw enty men awaited de­ 
liverance today fro m a tunnel o f the Hetch H etcby municifial 
water project. 
Kesifm&tion of C'lau d r A. D**!* fav orable a* Mja. Bery l Hart snd 
Arrested 
three 
hou r* after he 
______ 
------ 
ission Satu rd ay morru ng 
tro m the state su preme cou rt coro- Lieu t W’illiam S MacLaren started 
^ , fUlmr nation here Eri- **w *lrtnr*w iiw w ***w ******sr* 
1 
mined ed 
Tht chitf changes the traction mission was receiv ed by the su perior their 2.00Ct-miie aii-W’ater hop aerosi 
mirht. Harlee Wev er, 2fe-v ear- * 
m-i atheu . 
■* 
* 
company requ ests are* 
twr 
» h« th.- Atiar.tjc 
...i 
.. 
* 
w lathew . 
« 
^ 
u iey retlmbej 
— _ ____ _ — 
—iiTPs Saturday . 
Mr. Hans, who the Atlanac. 
« id ex-eo nvict pleaded g uUtv to a 
V l’o « - 
M r>£ tA# 1ATTI 
Establishing of a 5 cent fare in 
formerly city attorney of Ord 
Mrs 
Bery l 
Hart 
2i-y ear-o ld 
„ f ro hben, and wa* sen- 
f f < l> 
l U 1 I C v A lvF lll 
the business area extending roug h- 
for mane vrar*. will take up private w ido v, and Lieui 'William S Mac- j^nerd to eig ht vear* in the Ne- 
cÄ*rrA vnr v M 
J an 10—'INS 
ly irom the capítol to _the state 
practice in Grand Island, beg inning Laren 
thei: 
fall with the idea of demonstrating 
that ocean fly ing could be *tafcen 
out of the stunt clas."^ and put on a 
.sound commercial basis *' 
Hopped from Hampton Road*. 


m. n av^ ^ s i n e o fficer planned brasks 
penitentiarj 
by 
DLstrln 
r pay load flig ht to Pans las. 
, . 
* 
Ju d ge Frtist. 


Georg e OL« Smith 
ol Mamt 
M er- me state penitentiary here 
Con- 
R e'Tntio ? 
the 
cf. 
Garsauf 
of 
Loui-sian» 
and sir act ion of Uie tunnel consumed 30 cent fates 
^ ^ t i ^ ^ 
Claude 
L 
Drapi'r 
ol 
Wy oming 
nearly * y ear, prison official* be- 
2 een^charg j-^on^crc^^^^^^^ the outer 
Ttiev previou.s!r were confirmed by 
iie\e 
Pronose Throuch 
the senate and ha* e taken o ffici 
Bloodhounds 
that 
followed the 
* 
eu,r,utnr VLmtsnn 
t.hf rrnubiican rnrvirt.*; trail for a short distance 
Estab.is..ing * thrcipg h towr. bus 


D.WÌS RESIGNS 


4 Ç O T A n r r n 
" n r r 
TheV'maae the lump to Hamilton 
*3 I J a I £ 4 t J L ' l / U L from Hampton 
Roaas, Va., 
in 
hour* and 55 minutes in their second 
attempt • 


INCOPOMTE SIX 
G.XS rOMP.XMES ! 


Rescue crew* boring throug h the 
by new rave- 
etlmbered the tunr« L 
oL*e-ation* 
b e g a n 
ìm -, 
mediately after the fu*» l cave-m , 
which occurred early last nig ht. 
Tiie slioe 4(K' feet from the east 
entrance occurred 
near the sfKil 
i 
iot 
Nrbtbhk» - 
rioudy 
tu- « where twelve 
men we 
- killed by 
« 
nifc-nt ana aunoaj 
po^aibiy ram u. w an explosion 
of methane g as in the 
* 
rxtrfnn- ao uuieust p o ru o n 
« o n iia lia l ■* ;.ufxr« ’Ì 
la 'it J u i 
« 
com» ’: in ru*i p o rt.01. 
■* 
>t)r Kaniaa—ClouOi 
rain in ea st •* 
an a 
cen tra l 
po riio m 
io n ig h l 
ant, w 
pro baiilj a u n d ai ino rnuig 
not ntucn « 
cnang r in lem p tra fu re. 
» 
* 
- * 


* 
UNdOUN 
Net 
J ar. 
10—forecuai » Rescue 
« J ar toiug ni anr Huntiav 
W 
lr 
Uini’uiu anc'icinuj 
Mostly ciouay ■» 
« protJtabi' 
'ail; o! sno\. 
lonipnv o' xt 
ar ounuav 
NuniraiiBi 
roiüci 
hunû» ' 
■* 
« Lí'wpk; U’niperaturr tuing bt abo ul .« ■» 
« uepreet 
♦ 


Tbe temperatura during the pas! w 
a ir, . . ....3 C ♦ 
. . . . . 3 1 * 


di iiendert? 
Ask* Mitchell for Opinion . 
The T» re.sjdenT reoue.sU'd AttorncT 
AS B A S K CAPITAL ir o r ilïe '^UiteSmi'" ^ 
M acL aV ? "‘°said 
he vice-pres;dent o f'six g a.soline mar- 


rien ^ fo re the senatr resolutuon 
^ 
introducing BUI 
I.,.. 
-"V,. 
latter 
* 
reached 
hu 
dc.sk 
The 
cropped all el.se at once 
M eanwhi“ 
advocEte* of thè mo­ 
ti ori 
tìem 
ermg pian: 
for furtner action in 
rven 
auest 
44 to 3 


Issuing Charter» lo Institution* 
In hmall Town*. 


hopital. 
permitting 
transfer 
to 
1*. 
throug h towTi bus line on Pour- 
nounced 
laenth street and rail line terminus morning 
on l^ n th street 
Abandonment 
of 


hoped 
to reach 
Horta 
in 
about 
keting companies for which article* * 
by 
tlie 
court 
Saturday 
{wentv-one hour* This would bring oi inca-poration were filed featu:- 
* 
. Tt.e resig nation w'ar a - 
th em ‘to the Azore* at about H 15 day 
Each company i* to have an 
* * jm 
o take effect .lanuan 1". A 
a 
m., 
fcundav, eastern 
standard authorized capita^ stock of $ 25.000 
* 


,-3l' « 
3S « 
,.3* •* 
. .3f. <* 
. 31 * 
,- 3t « 
..Sis *r 
. 41 * 
..4 2 W 


mfl vemclt' st 11 3 0 p m to d sj, • 
mU*-* }i« r non* 
* 
w 
xs,. V. 
cepted t o 
-------------- 
, _ 
_ 
- 
South 
Ihg h- 
g uecessor will be named sometime urne. 
J ustice Charie* A 
leanwr. '* 
aai'ocEie* oi tne mo- 
situatio r 
at O a b 
successor wiu o t 
1 for leCHli—Kjionsored by W’aLsn. orchard and other sm a’* viliaces Leenth street rail line and RUbs.-i- ^ext week. Chief 
nocrst 
Mcintana—were consid- 
^'.uch have been left without bans- 
rurm i^ from 
Q^g . announced. 
■mg plam 
for furtner action in 
--------------------- 
,-en! th» president re.iertr the re- ixi.,;t!t.uUon* wruch formerly served 
jest, whici. W-. 
auopied y esterday , 
^ 
^ introduced m 


and 1* to exist for fifty y ear* Home ♦ 


r»(i Feel Bilow Surface. 
Tiip stretch w here the men were 
working 
750 feet below the sur­ 
face is known a* the most dang er- 
DUS .section of the tunnel throug h 
Uie coast rang e east of San Fran­ 
cisco 
The 
nig ht 
shift 
wa? 
replanmg 
weakenec 
tim tiers 
tc> 
prevent 
a 
cay e-in on a short st'Ttch iM'twe'jD 
concrete 
waiied 
.lectioru- 
of 
the 
tunnel when crackmg timber* and 
iailing rock warned tliem of the 
dang er 
The worker* dropped their 
tool* and fled 
Severa, g ot out be­ 
fore the slide came 
Daring Art Save* Men. 
The 
live* 
of 
those 
who 
were 


u DUi V Ui IH illk -u u au rw il* 
tV% «»»W TN 
Efk lîth 
the leg islature by RepresentaUve L 
í ^ h l r d . north to 


Mr. Davis who ha* been on the 
Supreme 
court 
commission 
three 
street* tö ^ears, will succeed Ralph R Hori.n 
•sraiiT ih 
* 
_ _ 
Ä1.-X 
_ 
as a partner of Leo Cleary . im.st 
BRY.VN.XPPROVES 
N.VMING R.\RCOCR 


WcfcthcT .h ro u sh o u t th^ ita te at 
x 


flVi> tn w u a-iri nr>» T ü m n ie 
u m 
V 
j 
‘ 
presence oí mintí and darmg of 


Senaiiir Walsh said off the floor p ' siie n c t'o i\h ^ ip M v t‘ authorizing ^ 
w nò lib r ivi 
president oi the State Bar àssiicia- 
that 
as a -leg u. 
prupositior. the 
commerce atpartmem to ^ 
I f 
tion 
and W illiam Suhr. m their 
three men are no long er commi*- 
new charters in such places to 
,^11 
r f 
practice at Grand Island 
Mr 
. 
Bimiers hut a* a practica. propoi.;- 
Pbnfes having IaS.ìKKì capital. 
The 
applicauon 
r e c 0 m m e ^ . 
Horth icit his position to become 
C o n f i r m s 
A p p O I D I m e n i 
tion there 1* no 
w ay 
nf 
pettmg 
Under the present law no charter 
district 
luf 
‘ 
...................... 
them out ^lnles^ liie president ac- 
can be g rantee on a less capitaiiza- , tluce o p e r etmg expense* 
in e ap 
Continued on Pag e Two.; 
HOLDUP GIVLN 
TERM 8 i^XRS 


ludg e by appointment 
to 
succeed J udg e Bavmrti H Paine who 
was elevated at the last election to 
the Supreme court. 
Court Expreas« Eeg rrt. 
The *ucce.s.sor to Mr Davi* on 
comm.isfuon Till serve only unt 
S« « ptembr’' 15 s-rice the comm.tssun 
expires at that time 
The other 
commissionerf 
are W. ■%'. WU.son 
and F L Wolff 
The court in accepting the re.sig - 


ceiie* to liie Henate* request, as I tion than $ 2.5 .(KJO 
This provision, 
assume lie w n .' 
Oeciare* Mr £ :pence ha* w orked a 
Despite the contention of 
the 
preat hardship in his tc*wn and it* 
Montanan tiiat th<- commis.sione-s surrounding territory 
Up to a few 
were leg al v out of 
officf 
their 
y ears ag o there were two bank* at 
nomination* were not on the .sen- 
Crab Orchard 
W’lirn the first one 
ate * raieiiuai f'l executtve bufunes? 
iailed. 11* a.^set* were puruiuised and 
for rec ■'itisitie-huon 
taken over bv the oliier bank Later 
New Haitir Kovni 1.4K>mi. 
the secm u one 
became 
insoivent 
The roa 
i'’!* ei o em o irai 
and 
wa.- c1om*c about twc' y ears ag o. _ 
^ 
a 
j e 
The court in accepting ^ne resig - 
repub ' 
r mcie;« .iKH-! 
v m h op-_ 
Sm c- then the communuy ha* had 
E x -C o il% 'lC t S e n t e n c e d fO F naimn fxpres.sec 
r? g rei 
ana 
ap- 
p c U the HiKive- PO.UMV 
at tan fl 
bank ana its ;ieaple 
have to 
m . kervicei of Com- 
and 'arn; rrhef :n tne la.st hession. 
transact liieir busine*.^ l.iroug h in- 
R o b b in C 01 L in C O ln 
eg ain rombmeu t- override the ad- sUTutionr m neig hboring town* 
• 
e - 
*• 
mmist-atiot 
io rt- 
t-n ’he Walrh 
S p e n c e b u . wuli draw the Une at 
h e f V l c e h t a t l O l l . 
motion and 
anotne- 
battle my a. 
'^Liag e.s haviiig fewer than 350 m - 
between the pre.sinerit amt the re- 
habitant* 
The 
$ 25.000 muiimum 
K;hau* aeni.U 
1. m p -'.-tw t 
provniim wil. a;.p y every - 
P o l i c e Trap B 
v.ie » trv erifiticin* f:v 
« here ei.se but in the smaaer town* ' 
^ 
the comn.i. .101 
wa.- ui.aet c 
i 
m 
. 
^ 
Ruffinent. according 
R o o m in g : H O U 
Thir. m n V :." er^ ’^ 
actm i J 
A 
f 
t 
f 
F 
Stickup. 


Of Lincoln Man As 
State Accountant. 


five Iowa and one Illinois cities are 
to be the place.* of business 
The g eneral natu.-e 
of 
all the 
companies 1* to buy . sell and oper­ 
ate retail and wholesale stations for 
tht saie of g asoline, fcerosent lubn- 
catuig oils and allied prodhrt*. ar- •* it sa p u 
cording to the articles 
Ai: stock 1* 
to be issued in the denomination 
of 1100 
A third incorporator, w ho will be 
secretary -treasurer, 
is named 
for 
each of the companies 
The various 
romparues. 
with 
their 
res;iectivt 


XI 
i^mpfTBiur» • y ear aft' ♦ 
XI tQü«>. le loacfi I. 
■* 


* 
D ry 
W<*t 
R r l 
Xi 
Dry 
W<*t 
Rrl 
Bulb Butt 
Hun. ♦ 
33 
3; 
W' 
36 
34 
l>4 


^ 
Sun an* M ona. 
XI 
Bun n» p;.. 
' i<; a u. 
Bui . fcr’.i 
f h p W- 
XI 
M om. n» pf 
ir 62 a 
m. 
XI 
Slo o ii srta 
1: 43 a n.. 
W 
• ♦ **W *V X i ' 
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------------------^cretary -treasurers are 
Davenport 
l l l ’ P r i A R Y 
Lbe 
-» nrl Marfcetmg Co.. Rita Powti; 
Ceaar K h P U K l 
K i x L A n i 
nt J 
V -'O m m iS S lO n s l > d l l a n a n u îtapid* Market Co.. Evely m Nuna- 
. » » , t;,x ^ x- a rfy n U T n 
taker Clinton Marketing ’Co. Mary 
A 1 
E -L t. > A 1 vii» 
1 LI 
Clark as 
Deputy 
State Sheriffs. 


F. 
r 
Babr-ock 


mi 
V 
J ohnson 
Dubuque 'MR’-keting 
Co.. Victor 
Z 
Brink 
Gale.sbu’-g 
Marfcetmg 0<i 
Waiter P Klinpe* 
Lincoln lie- !> * Moine* Marketing Co.. Glady s 
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Welby Morg an 
2R 
one of those 
who esca;>eci 
Wilii the first warn­ 
ing of ialim g rock, he seized a 
twenty -foot 
leng th 
of 
four-inch 
iron pr,ie and dropped it in what 
he thoug ht would U' tJ ie center of 
the cave-m 
Ht« - g ue.s* wa* rig ht, 
the pitie extrndmg entirely throug h 
the sixteen feet of debris and fur­ 
nished air to hi* entrapjied fellow* 
The workmen had scarcely broken 
for freedom when the roof caved 
in, hitting severa. with ily m g rock* 
and knocking othen- down with the 
rush of an 
However 
none wa* 
reported senoui.iy in iured 
lieacfa Halfway Mark 
Lnermore 
headquarter* 
o f 
the 
Hetch 
Hetchv 
pr< lert 
announced 
Michael Endret o On.a.ia succeeded Rponii befori da.viig ht tiiat work- 
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First 
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sinct 


carne thf nrw State accountant of 
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article* of incor;>oration W. C 
Condit as *tBW sheriíí was er* hud reached the halíway mura 
m the rescue OfarBtIon* 
Oíficiai* s&iri tíie rescue couid not 
be eífi-rted before middav at the 
earlif.st. 
The trapjied men were re­ 
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"all 
well" 
and 
recciving 
pienty of a ir. 
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“ 4 
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X SLIDE BURIES 
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Track Worker^ Enjrulfed 
B> Avalanche From 
Mountainside. 


y ear* TEACHERS P L A S 
J east 
late 
this 
J udg e 
thet wil; try to g et an experienced Frost after Wever pleaded g uiiiy 
£ 
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m from outside 
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lion, ha* requefitec au opiruon .. om 
manner 
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Friday the city counrL whether zoning re- 
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town under 35P txipuiation, but t.'-. 
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depart- 
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The 
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- 
the present L L CorveU Co 
but 
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Plane in Italian 
Air Fleet Sinks; 
Crew Is Rescued 
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State Representative C, S Reeci 
day said the Italian airplane pilo t- 
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TWO 
THE LINCOLN STAR—SATURDAY, JANUARY 10, U31. 


Hawkins Warns Qang Not to Start Out After Harkinson When Old Brass Horn Sounds Out 


HERE IN 
LINCOLN 


Roberts, undertaker Est. 1878-Ad 
Walt Ludniff says wear tailored 


clothes in '31—for good looks, econ- 
omy and comfort. Special prices lor 
January so order now.—Adv. 


Will to Probate.—The will of 
Henry B Brown, Lincoln under- 
taker, filed in County court for 
probate Saturday leaves his entire 
"state to his 
widow, A Edith 


Brown. The value of the estate is 
not given. 


Escapes Injury.—Walter 
Debus, 


13, 1012 Claremont street, escaped 
unhurt, according to police, when 
he was knocked from his bicyclp by 
an automobile diiven by Mrs H L. 
Anderson 35, B B. No 2, Linroln, 
near Tenth and U treets at 8.30 
o'clock Saturday morning. 


Lake Being Beflooded — Park 


Commissioner Bair announced Sat- 
urday morning that, due to thin 
ice skating at the Stewart tract 
•will not be permitted until further 
notice The lake is being reflooded, 
and the ice will cover thirty-seven 
acres when the next freeze comes 


Marti Inventory Filed.—An in- 


ventory of the estate of Samuel J 
Marti filed m County court Satur- 
day shows it is valued at $39,600 
Of this amount $33,600 is in real 
estate, largely in Butler county and 
the remainder in Canada Personal 
property is valued at 
$6,000, of 


•which $5,000 consists of a promis- 
sory note. 


Wilson Arraipntd.—Ben Wilson, 


when he was arraigned before Mu- 
nicipal Judge Polk Saturday morn- 
ing, pleaded guilty to a charge of 
illegal possession of liquor, but 
entered a plea of not guilty to a 
second count charging him with il- 
legal transportation of liquor Judge 
Polk fined Wilson $100 on the pos- 
session charge, and set his trial on 
the second count for January 13 
Bond was fixed at $500. 


To Pay Compensation—Commis- 


sioner Schroeder filed a resolution 
Saturday morning to be acted upon 
by the council Monday, authorizing 
the payment of the compensation 
granted to August S 
Sobott, in- 


jured employe of the water depart- 
ment 
The compensation was re- 


cently 
upheld by the 
Supreme 


court, and a hearing asked by the 
citv has been denied by the super- 
ior bench 
Sobott is to get $1,53613 


in back compensation. 


Dismisses Divorce—District Judge 


Chappcll Saturday dismissed a di- 
vorce brought by 
Belle Oillespie. 


against Jayson E Gillespie. They 
have become reconciled. 


Salvation Army Reports—At the 


regular meeting of the Salvation 
Army directors held Friday evening 
at the Lindell hotel, reports were 
made to C W Taylor, chairman, 
that nearly $1,500 had been received 
by the Salvation Army Christmas 
charity drive. It was also stated that 
Lincoln firemen icpaired over 3 000 
toys for distribution during the hol- 
iday 
season 
Approximately 
375 


baskets of food were delivered to 
needy families by the organization 
on Christmas day. 


Answer Injunction Suit— An as- 


sertion that all bus lines using the 
depot at Thirteenth and M streets 
are connecting line:; of the Inter- 
state Transit company is made in 
an answer filed in District court 
Saturday by the Interstate people to 
the suit for injunction brought by 
the Commer.ial Building and In- 
vestment Co. The building com- 
pany charged that the Interstate 
Transit Co violated its lease by 
permitting the Burlington and other 
lines to use the building. 
Demurrer Sustained.—A demur- 
rer of Lancaster county to a suit 
for alleged damages to an automo- 
bile, brought by Grace F 
Gros- 


venor, was sustained Saturday by 
County Judge Beid The plaintiff 
asked $300, for damages she charged 
lesulted from driving over an un- 
even piece of road between Waver- 
ly and Greenwood Judge Beid held 
that Lancaster county is not liable 
for the alleged accident, admitted 
to have taken place in Cass county. 
He held that joint liability of coun- 
ties on roads exists only on county 
lines and not where a road runs 
from one county to another. 
Geological Fraternity Elect*—At 


the 
regular 
meeting of 
Sigma 


Gamma Epsilon, national profes- 
sional geological fraternity, held at 
Morrill hall, Leon W. Ashton was 
re-elected president of the local 
chapter for the second semester. 
Other officers are 
Oliver Sherer, 


vice president, C B Schultz, sec- 
retary-treasurer, and Davton. Valli- 
cott, historian 
A discussion rela- 


tive to articles which members are 
preparing for the Delta issue of 
"Compass," publication of the na- 
tional Sigma Gamma Epsilon order, 
was conducted at the 
meeting. 


SECKATARY HAWKINS— 
Harkinson's Owl 
By ROBERT FRANC SCHULKEKS 


Champ Nuts of 


Universe 


BERT 
WHEELER 


ROBT. 
WOOLSEY 


Mighty stars of • The 
Cuckoos' »nd "Half 
Shot" »t the helm In 
i 
great 
Broadway 
h o t e l . . Running 
»ild from first tloor 
to fortieth in ». dizzy 
whirl of slam-bang 
nonsense 1 


"HOOK 


LINE 


AND 


SINKER" 


With 


RALF HAROLDE 


Dorothy Lee 


Starts Monday 


Wallace Beery 
Marie Dressier 


in 


"MIN & BILL" 


LINCOLN 


CRAWFOR 


ROBERT ARMSTRONG 
* MARIE PREVOST 
XHM VU«LM- ICTWCTH lOUGLASj 


050SCOOT3 
Thru 


"The Door Way 


to Hell" 


Staec 


"BABY ROSE 


MARIE" 


an<3 


Stwart Symphoiyr 


Plans for the annual spring party 
and faculty dinner of the local 
group were also outlined. At the 
next regular meetin gof the club, 
Dr. C G. Lowe of the university, 
will give an address, "The Origin of 
Scientific Nomenclature " 


Damage Suit Filed— Warner M 


Vfason filed a suit on behalf of 
Mary Mason for $10,687 in District 
court Saturday against B. L. Gray, 
Robert Yost and the Iowa-Nebraska 


ight and Power Co. It is contended 
tLat Gray and Yost, while in the 
employ of the power company, neg- 
igently caused a collision between 
heir automobile and one in which 
.he Mason girl was riding The al- 
eged accident took place five miles 
east of Seward on June 14, 1930. 


To Attend Murder Trial—W. O 


Trump, 1001 South Twenty-sixth 
treet, will leave Sunday evening for 
XK Angeles to attend the trial of 
Wilbur Mossberg and Jacques Sa- 
maniego, charged with first degree 
murder of Mr. Trump's son, Ralph 
O. Trump in October, 1928. The 
trial begins at Los Angeles on Jan- 
uary 19 Mr. Trump will stay with 
,hree other sons in California while 
attending the trial. Ralph Trump 
was killed by holdup men who ac- 
costed him while he was seated in 
his automobile. 


Given J»il 
Term. —- Gertrude 


Nomer, 
former 
postmistress 
at 
Gramton, pleaded guilty to em- 
bezzlement of $3,073-18 of postal 
funds in Federal court here Satur- 
day morning. After listening to a 
story of illness and business diffi- 
culties caused by a bank failure in 
Grainton, Judge T C.Munger gave 
the minimum sentence of thirty 
days in the Grand Island jail. He 
declared it was absolutely necessary 
;hat he fix a punishment, lest 
clemency might lead to expecta- 
tion of similar mercy in future 
cases. Mrs Nomer's aged parents 
were present, and told how thev 
had sold their home in order to 
restore the postoffice loss 
Judge 


Munger explained that a fine would 
have to be equal to the embezzle- 
ment and, since in,his opinion the 
debt would be a heavier burden 
;han the Jail sentence, he chose 
the latter. Mrs Nomer was given 
permission to start her service at 
any date within the next thirty 
days. 


WE FOUND THIS 


DOWN IN A LAUNCH 
WHICH HARKINSON 


CAME IN 


YOU GUYS ARE 


FIGHTIN' HARKINSON 
AND HIS RED 


RUNNERS, 
AINTCHA ? 


THAT'S JUST 


WHY WE DON'T 
WANT YOU TO 


BRING US ANYTHING 


THAT BELONGS TO 


HARKINSON—- 


GEE WHIZMT 


WHY DID YOU 


BRING IT 
UP HERE, 


BRIGGEN "* 


E DOY5 HAD 


JUST GATHERED IN 
THE CLUBHOUSE 


FOR OUR REGULAR 
MEETING, WHEN 
THE PELHAM 
FELLOWS FROM 
ACROSS THE RIVER 
CAME IN 
BRIGGEN, THE 
LEADER, HAD AN 
OWL UPON HIS 


(2JNO THEN, EVEN AS WE TALKED ABOUT 


IT, THERE CAME A BLAST OF THE OLD 
BRASS HORN, AND THE OWL WENT 
FLAPPETY-FLAP THROUGH THE WINDOW 


COME 
ON— 
LET'S 
GET 
HIM! 


HOLD ON! NONE OF YOU 
ARE GOING OUTSIDE NOW f t 
WAIT AWHILE AND LOOK 
BEFORE YOU LEAP--HOW DO 


YOU KNOW BUT WHAT HE 


HAS ALL HIS RED RUNNERS 
HIDING BEHIND THE EVERGREENS 


THE RIVER PATH? 


i 


About People 
Nearly'sixty members and guests 


attended the annual banquet of the 
Falladian Literary society of the 
Nebraska university, held Friday 
evening at the Comhusker hotel. 
3r. Frederick A. Stuff, professor of 
English at the university, acted as 
toastmaster. Toasts were given by 
Vernon 
Filley, 
Glenn 
Burton, 


Horace Traulsen, Elkanah Wiley, 
3erald Briggs, and Ralph Oemmell. 
Vlusic was supplied 
by Calmar 


Reedy, flute soloist, and Bertram 
Ellsworth, violinist. 
The banquet 


committee nas composed of Gerald 
3riggs, Victor R. Seymour, Calmar 
Reedy, E. D. Wiley, and Vernon 
Filley. 


Federal 
Judge T 
C 
Munger 
leaves Sunday to conduct court at 
Grand Island the early part of the 
week. 


Townsend-Portrait Photographer-Ad 


Walter Huston 


Kay Francis 


also 
Comedy 


COLONIAL 


LAST DAT 


ANNA LAIRD DIES 
IN BUENOS AIRES 


Was Resident Here For 


Nearly 30 Years; Had 


Planned Return. 


Word of the death of Mrs. Anna 


Laird, 52, former Lincoln resident, 
in Buenos Aires, Argentina, iFnday 
was received in Lincoln by cable- 
gram within a few hours after the 
death by her sister, Mrs. C. E, 
Prevey, 1320 L street. 


Mrs Laird and her husband, Fred, 


lived in Lincoln for nearly 30 years. 
They moved to Buenos Aires three 


MRS. ANNA LAIRD. 


years ago when Mr. Laird was sent 
there by the International Har- 
vester Co. by which he was em- 
ployed. 


The Lairds started to return to 
this country last August when Mrs. 
Laird was stricken with a heart at- 
tack and the return was delayed 
The Argentine revolution occurred 
while Mrs Laird was in the hos- 
pital. In recent weeks, her coned- 
tion had been more serious. 
The cablegram which informed 


Mrs. Prevey of her sister's death 
was dated 2-57 p m., January 9 
and was received here at 2 p. m., 
that day 
Mrs Laird was a member of the 
Eastern Star, the Lincoln Woman's 
club and St. Mark's 
Reformed 


church. 
She is survived by her husband 
and an adopted daughter Ruth, by 
three sisters. Mrs C. E Prevey and 
Mrs. F H. Oncken of Lincoln and 
Mrs Hobart Russell of Los Angeles, 
Cal, and by a niece, Mrs. Howard 
Schoenthal of Lincoln 
THREE LINCOLN 


PEOPLE INJURED 


Three Lincoln persons were in- 


jured none seriously, it is believed, 
when the automobile in -which they 
were returning from Manhattan. 
Kas. skidded in loose gravel, and 
overturned a short distance north 
of Cortland on the 
Comhusker 


highway early Friday evening. 


Mrs- Vaughn Noland. 1728 G 
street, and Mrs. Charles W. Branch, 
1718 G street, are in a Lincoln hos- 
pital Mrs. Noland's injuries con- 
sist of a broken rib, a head Mi- 
jury, and head and face lacerations 
Mrs. Branch sustained a broken 
left shoulder, and numerous con- 
tusions about her body, according 
to Dr. A. I. McKmnon 
They were 


reported improved by attendants 
Saturday morning. 


Smith C. Wilson, in whose car 


the three were riding 
.suffered 


seiere onuses about his head ar.d 
legs 
He did not remain in the 
hospital. 


H. L. Babcock, 538 "South Thir- 


teenth street, brought the injured 
to Lincoln. 


Can a Man Love 
Two Women at 


One Time? 


A 


fascinating' anjnrer in this 
soul-lhnllini: 
t*13c3c 
from 
KalMern Norris' best selling 
novel of love mud modern mar- 
riagc. 


with 


KAY FRANCIS 


Louis Stone—Zasu Pitts 


Charles Bickford—Kay Johnson 


Start* Monday' 


ORPHEUM 


Last Day 


"JVST 
IMAGINE- 


NEW FARES FOR 


I LINCOLN STREET 
. CARS PROPOSED 


(Continued from Page One ) 


lication for the increases in fares 
pointed to decreasing revenue of 
the traction, company, Lincoln's low 
fare rate as compared with other 
cities, and, necessity of increases to 
keep the company on a safe fi- 
nancial policy. 


Brooks Explaliw Request. 


A statement analyzing the 
changes and their significance was 
also issued Saturday morning by 
F. H. Brooks, president of the Lin- 
coln Traction Co. He said1 


"for some time past we have 


realized the necessity of a revision 
of fare schedules and have recog- 
nized the need for changes and im- 
provements in service. As the re- 
sult of a careful study extending 
over a period of several months, \ve 
are now able to announce a plan of 
operation ^hich we 
believe 
will 


meet with general approval 
We 


trust the proposed fares will also 
be approved and accepted in good 
giace as they are based 
on 
an 


equitable principle and are as low 
as it is possible to make them and 
at tne same time permit the com- 
pany to continue 
to provide a 


transportation system suitable and 
adequate for the needs of the city. 


"The zone fare system is an at- 


tempt to legulate the cost in ac- 
cordance -with the length of the 
ride. This plan restores the nickel 
fare in the first or inner zone This 
zone comprises the business district 
and includes the principal hotels, 
theaters, Nebraska university, the 
state capitol, the countv courthouse 
and all railroad stations 
Single Fare Inadequate. 


"It is obvious that no single rate 


of fare, without limitation as to 
time or distance can adequately or 
equitably meet the needs of a 
transportation company. 


"The •svhole plan is a serious at- 


tempt on our nart to meet a critical 
situation unselfishly and with the 
appreciation that a growing city 
such as Lincoln must necessarily 
require some form of mass trans- 
portation facilities. It is quite 
obvious under present conditions 
that this can only be accomplished 
through co-operation between the 
public and the company. 


"Over three miles of extensions 


into new territory are provided for 
A total area of thirty-nine blocks 
heretofore without service will be 
brought within a reasonable walk- 
ing distance of a bus line Through 
town service will be furnished by 
the new agricultural college and 
South Thirteenth street bus lint 
This line is made up of the present 
agricultural college line, the South 
Fourteenth line and part of the 
Lancaster and state hospital lines 
and by running the line straight 
through on Thirteenth instead of 
around a loop, will eliminate 167- 
000 bus turns per year In the busi- 
ness district, thus relieving traffic 
congestion and permitting greater 
schedule speed. 


Famished Neur Service. 


"The 
new 
depot 
and 
South 


Thirty-seventh street bus line p'o- 
vides a direct line from the Bur- 
lington depcc inrougn the business 
district, passing the princioal hotels, 
theaters, state capitol buildine, and 
extends one mile into a new and 
growing territory east and south 
of the present terminus of the 
South Eighteenth street line, and 
also furnishes service to the Lincoln 
high school. 


"The .Lancaster and state hospital 


Une provides direct connection be- 
tween the two state institutions 
with transfers to either the South 
Thirteenth or South Tenth lines 
and serves territory on South Tenth 
and South Eteienth now without 
cither ca> or bus service. 


"Re-routine of the Ha% clock and 


University Place lines taJi t»p new ! 
t**"to/y a"*3 wHl furnish a more 
avtracij-re ride than the present 
route. 


"Eight new busses of the latest 


type have been ordered and addi- 
tional bus equipment -srill be pur- 
chased IT this plan Is authorized 
Tne changes planned -will de- 


prave no one of transportation serv- 
ice »no now receives service, and 
^»i provjae more attractive and 
convenient serricc to the people as 
* WJJOJC.™ 
f 


Recent Snrrcr Made. 


Tne plans for rerouUnc and fare 


ns were irorircd out as a0 
v sL2ilrv^' conducted here 
1 gst , part of October by 
Welly, former assistant 


east to Thirty-third north to Vine cast 
to Thlrtj-tilth, north via Thirty-filth and 
Id} In lid drhe to Holdrege. east to Fortj- 
elEhth north to G east to Touzalin avenue 
north to O street. Havelock. east to Sei- 
enticth, Return \ia same route to Tenth 
»nd o thence north to P itroet and west 
to point of beginning 


Unhcrsltv Place and R street bus line 
Commencing at Ninth and P streets thence 
south to O cast to Eleventh North to R, 
cast to Tnentv-se\enth 
north to Vin» 
east to Thirtj-fifth rorth Ma Thirt>-fifth 
and Idvlvuld drive to Holdrege, east to 
Forty-eighth, north to St Paul, east to 
J"ortj-ninth north to Madison 
Return 


commencing at Forty-ninth and Madison, 
thence west to Fortj-eighth louth to St 
Paul, thence \la same streets as outbound 
trip to Tenth and O thence north to P 
street and west on P street to point of 
beginning This «as the East S street line. 


Agricultural e;U»gc and South Thirteenth 
bus line. Commencing at Holdrege and 
Idy'wild drhe, thence uest on Holdrege 
to Twentj -second, south to Vine, ftest 10 
Fourteenth south to R, -west to Thirteenth 
south to Harrison, cast to Fourteenth at 
which point line separates one branch go- 
Ing east -via 
Harrison 
irtenue Perkins 


boulevard 
and 
Harrison 
boulevard to 
Twenty-second street 
thence south on 
T» entj-second to Smith Return commenc- 
ing at Twenty-Second and Smith thence 
T\est to 
Twentieth 
north to Harrison 
boulevard and then via same route as 
south bound to po'nt of beginning, one 
branch to go south from Fourteenth and 
Harrison on Fourteenth street to end of 
line at Arapahoe Return -via same route 
is south bound to point of beginning 


Depot BBS Route. 


Depot and South Thirty-se\tPth street 
bus route 
Commencing at 
Burlington 
depot and P street 
thence cast on P 
street to Thirteenth, south to K, east to 
Sixteenth south to 
G ea^t to T»ent>- 
first south to D etst to Thirty-seventh, 
south to A Return commencing at Thlr- 
t>-se>enth and A thence nest on A to 
Thirtj -third north to D. thence ila same 
route as outbound trip to point of be- 
ginning 


University Place crosjtown line- With 
bus operation 
Commencing 
Fifty-ninth 
and Huntlngton a', enue thence west to 
Fifty-fifth, south to Walker west to For- 
ty-eighth north to St 
Paul west 
to 
Forty-first Return over same route Alter- 
nate with street car operation Commenc- 
ing at Fifty-seventh and Walker, north to 
Adams, west to Thlrtj-second, south 
to 
Lelghton Return over same route to For- 
tj -ninth ana St Paul, thence south on 
Forty-ninth to Walker, thence east 
to 
point of beginning 


Lancaster and state hospital bus line 
Commencing at Lancaster thence east to 
Fourteenth north to High, nest to Elev- 
enth north to Hill west to Tenth north 
to South street west to Park boulevard 
southwest to Van Dora nest to 
Folsom 
and south to state hospital entrance. He- 
turn via same route 


Number Boute* Unchanged. 


North Twenty-seventh street bus line- 
Commencing at 
Ninth and 
P streets, 
thence south to O east to Tmentj -seventh 
north to Holdrege tut to Twentj-ninth 
north to Potter, east to Thirtj-first, and 
north to Fair Return •via same route to 
Tenth and o streets, thence north on 
Tenth to P street and west on P street to 
point of beginning 
no changes In present route on follow- 
ing lines 
Bethany bus route 
West O and North Tentn street bus line 
College Vie* rail line. 
Suroner rail Une. 
Normal rail line 
Randolph rail line 
South Tenth rail line. 
Wyuka rail line 


HOLDUP GIVEN 


TERM 8 YEARS 


(Continued from Page One 1 


Wejer that they 
-were 
officers, 


started to search him 


"Wait a minute," Olson quoted 


Weyer as sa>ing, and then the 
trapped man suddenly reached for 
his right hip pocket 


"Let him go," said Lieutenant 


Towle, who was armed with a Ger- 
man Leuger automatic. Olson how- 
ever, seized Weyer's right arm, 
whipped the suspect's revolver from 
the rear pocket, and knocked him 
into a comer of *he room 


First Time in Lincoln. 


The confessed bandit said he 


came to Lincoln for the first tune 
in his life Friday aftemoon Almost 
broke, he decided to hold up a sta- 
tion Selecting the Checker Board, 
at 6 o'clock he bought some gaso- 
line and alcohol, and producing a 
410 gauge pistol, he looted the cash 
register He drove back downtown 
and traded his gun at a pawn shop 
for the .32 caliber revolver police 
found on him, he said 


Weyer said he was born at Hois- 


ington, Kas At the age of 19, he 
was sentenced to the Kansas re- 
formatory at Hutchison for cax 
theft, and served 11 months. Later 
h» was sentenced to 1 to 10 years 
for forgery while living at Stock- 
ton, Kas Weyer said he was re- 
leased in December, 1929, after 
serving five jears of his sentence 
in the Kansas prison at Lansing. 


Weyer's parents are dead, and he 
has no home, he said 


Denies New Trial—Motion for a 


new trial of the Blochowitz estate 
case was overruled Saturday by 
District Judge Chappell Supersedeas 
bond was fixed at $3,000. JudCTe 
Chappell recently held that deeds 
to 640 acres of land by Joseph 
Blochowitz, }ate Lancaster county 
pioneer, were obtained by undue 
influence and were never delivered 
Three sons of Blochowitz were de- 
fendants m the case brought by a 
fourth son and two daughters The 
plaintiffs were Albert Blochowitz, 
Lena Yankton and Anna Geist- 
Imger The defendants were Frank, 
Seorge and John Blochowitz 


FUNERAL 
PARLORS 


TO BE MANAGED 


BY MRS. BROWN 


Disposition of the Henrj B Bio\vi 


funeral pallors will not be made Or 
some 
time, 
accoiding 
to 
Mis 


Brown 
Due to numerous inquiries 


which have been made duiing the 
past few days, Mrs Blown said that 
loi the present the funeral parlors 
•Rill be under her management with 
Aleck Welch as her assistant 
Her 


decision was reached, Mrs Brown 
said, when numerous friends and 
associates asked that she remain 
identified with the firm 


Mr. Brown, who died Sunday, 
January 4 had been acthely en- 
gaged in the undertaking business 
in Lincoln since 1890, first with the 
Walton G Roberts mortuary and 
then with Brcmn and Dovle 
In 


1907 Mr Broun purchased his part- 
ners interest and the firm was re- 
named Henry B. Browns funeral 
pailors 


Marriage Licenses 
THE FOLLOWING LICENSE TO WED 
las been issued in Coun*y court. 
Name 
Address 
Age 
Henry Saner Lincoln 
21 


Caroljn Amend Lincoln 
20 


Coming Events 


G A R po>it No 25 »nd Farragut W 
C No 10 chamber or commerce, joint 


public 
Installation, 
Saturday 
at 
7 30 
o clock 


Jobs Daughters Masonic temple T>cn- 
v-snenth and S streets. Installation Sit- 
urday at g o clock 
AAAAAAAA 


-SPECIAL TODAY- 
Almond - Apricot 


Ice Cream 


Made with fresh eggs and 


cream. 


No wonder its so good. 


Roberts Dairy Co. 


Retail Room, Dealers, or 


B6747 


BRYANAPPROVES 
NAMING BABCOCK 


(Continued from Page One) 


Under a 
later 
regime 
he was 


placed on the state oayioll, where 
he now continues 


Bliss Confers With Governor. 
State Commerce Secretary Bliss 
dropped In on Bryan during the 
forenoon to ask about the policy 
of the new administration relative 
to certain details of bank super- 
vision and the handling of failed 
banks. Being occupied at the time, 
the governor asked him to return 
a little later and talk things ove'- 


E. M. Pollard was absent from 


the combined welfare-labor office 
Saturday, 
having 
been 
relieved 


from further duty as its head the 
day before. 


Births 


BEAJf—Mr and 
Mrs 
Glen. rLoretla. 
Brown i JTOO r street. Jan 8 a bor 


LAUTENSCKI.AGER—Mr and Mrs. Wil- 
liam I^Ror 
i Dorothy DeVore). 2951 Suai- 
nt- street Jan 5. a. boy. 


STASTNET—Mr 
and Mrs Joseph T 
(Loretu Frances Scbergerj, S318 Knox 
avenue. J*n 8. a girl 


-- 
Bluffs street r*ft-aav. 


Summary of the proposed rout- 


ing- of the city"* transportation sys- 
tem under the plan lollops: 


H«v»/c»ek lra« 
and r *tr«U thror" 


at is 


o-J Moth to O 


PLA-MOR 
nance Tonlte 
i* 


Boats and Her 


Buddies 


Hit 


Tbl* l« a «aji« Out 
T««11 


4£ael»t lo— MtnlT «r ttf. 


T»m«rro«- 
XHr — t,i41im 
and 


*»«<•— A!»»T» IV»l_ 


5 MBt* West «n ~O" 


rar^d All !»c W»T 


A6in3n3«i 2Se Each— Daadac Fn*. 


Dance 
AVALON 


2?th mnd Randolph. 


Admission, 25o— Bandog Free, 


Music Jiy 


Lincoln Syncopatcrs 


One of the Best € Piece Harmony 


Dan re Bands in the State. 
A Better Place to Dance. 


Don't M!«< the 


Apron and Overall Dance 
Next Thurs. Nishl, Jan. 15 


A JIKT Pn*e wiH hp tHwi to 


the ronpl*- in Apron and OreralH. 
Making the bc*t lime ftting, a 
Fast OXE-STEF— Six Utnes 


arYiorxl the halL 


Come J>far tl>o 


pja*- a fa«t en*. 


Lincoln Symphony Orchestra 


Second Concert 


Soloists—Anthony Donate, 


The Great Cathedral Choir. 


Stuart Theater, Sunday Afternoon, Jan. llth. 


Tickets at Walt's Music Store, or Box Office 


Reserved Seats, $1.50. 
Unrcscned Seats, $1.25. 


Daily Cross^word Puzzle 


ACROSS 


1. Dlllieed 
i, JIOTC 01 


wheel* 


I. Ob'tlimU >*!• 


BIB) 


IS. tutenilTi 
I*. Silkworm 
14. KB* 
It. Most IB* 
familiar 


17. Th* }«II«w 


Solution of Yetterday'a Puzzl* 


H. Bon 
It. UB« wk« COM 


•head 
•L Arraaf* M- 


forckaat 
fi. Mundfr 
M. Tonardi 
17. Hot* •»!*••• 
II. lirtltk 


karn* 
It. I'crlalnlB* M 
Ik* lantttl 
contlaent 


H. ConmotkiB 
Ji, i;ca«nl flckt 
It. Th* iSretH » 
'*•. <:n4 of war 
jit. Flint to *BB- 


tori • »rl«it 
41. MlBatc 
' 
arrootel 


] 4L nanluk 
1 
nf 


41. Itcfon 
17. Sftaytd IIKt » 
IrapMlaai 


tf. >otklBK 
•I. One: btrraaB 
il. <;reat L»k* 
il. IMajrlfclnit 
i«. comnioici 
•;. Aatnal mil* 


1. Pifille 


S. Cathedral 
** 


clinrcli ol 
Koine 


». Anuinr 
IK. Uiscue 
II. Chief actnr 
If. >«w: com*. 


form 


ID. M» mm colB 
fl. Bab? carrlaju 


collnq. 
stag* cnar- 
actcr 
11. Ulcicdoei* 
tt. t'ltrel •! 


money 
Is. Edible fiber 
£1. Arabia a tea- 


port 


s*. BlBshiif 
12. m»rft<! wllk 
f« 
13. Postmortem 


exantnailoB 
I*, lor pier* ol » 


aplrc 


IS. A*to«na*« 
4<u Ttclro 
41. Ancer 


X. Clear orcr rx> 


tlat* 


X. Aurlrli 
i! Kilrr* 
«. >atlT« m«lal 
:. hind ot ihrra 


IX Set of thret 
41. Depend 
41 M.-KsaeliBSet 
rap* 


<*. i.xm 
-«. Iliad 
si. F»*r: conlr. 


31 


iZ 


55 


ll 


/If 


7 


'1 


41 


m 


/O 


1FWSP4PER 
-w SPA PI-: 


TWO 
THE LINCOLN STAR— SAZVRDAY, JANUARY 1 0, 1 931 . 


HERE IN 
LINCOLN 


Bobcrts, undertaker Est. 18 78 -Ad 
Walt Ludwlf say s wear tailored 
clothes in ’31—for good looks, ccon- ‘ 
omy and comfort. Special prices for 
January so order now.—Adv. 
Will 
to Probate.—The 
will of, 
Henry B. Brown, Lincoln under-' 
taker, filed in County court for i 
probate Saturday leaves his entire 
estate 
to 
his 
widow, 
A. 
Edith 
Brown. The value of the estate is 
not given. 
Escapes Injury —Walter 
Debus., 
13. 1012 Claremont street, escaped 
unhurt, according to police, when 
he wa.s knocked from his bicy cle by > 
an automobile driven by Mrs. H. L. > 
Ander.son. 35, R. R. No. 2, LlnciJn. | 
near Tenth and U 
treets at 8;30 , 
o’clock Saturday morning. 
j 
Lake 
Being 
Beflooded — Park 
Commi.s.siorier Bair announced Sat­ 
urday morning that, due to thin 
ice. skating at the Stewart tract 
will not be permitted until further 
notice 
The lake is being reflooded, 
and the ice will cover thirty -seven 
acres when the next freeze comes. 
Marti Inventory Filed.—An In­ 
ventory of the estate of Samuel J. 
Marti filed in County court Satur­ 
day .shows it is valued at $39 ,600. 
Of this amount $33,600 is In real 
esute, largely in Butler county and 
the remainder in Canada. Personal 
property is valued at $6,000, of 
which $5,000 consists of a promis­ 
sory note. 
Wilson Arraigned.—Ben Wilson, 
when he was arraigned before Mu­ 
nicipal Judge Polk Saturday morn­ 
ing. pleaded guilty to a charge of 
Illegal 
possession 
of 
liquor, 
but 
entered a plea of not guilty to a 
second count charging him with Il­ 
legal transportation of liquor. Judge 
Polk fined Wilson $100 on the pos­ 
session charge, and set his trial on 
the second count for January 13. 
Bond was fixed at $500. 
To Pay Compensation—Commls- 
.sioner Schroeder filed a resolution 
Saturday morning to be acted upon 
by the council Monday , authorizing 
the pay ment of the compon.sation 
granted to August 
8, 
Sobott. in­ 
jured employ e of the water depart­ 
ment. 
The compensation was re­ 
cently 
upheld 
by the 
Supreme 


Champ Nut a of 
Universe 


court, and a hearing asked by the 
city ha.s been denied by the super­ 
ior bench. Sobott is to get $1,536.13 
in back compensation. 
Dismis-ses Divorce—District Judge 
Chappell Saturday dismissed a di­ 
vorce brought 
b y 
Belle 
O tll^ le . 
against Jay son 
E. Gillespie. They 
have become reconciled. 
Salvation .%rmy Reports—At the 
regular meeting of the Saivation 
Army directors held Friday evening 
at the Lindell hotel, reports were 
made to C. W. Tay lor, chairman, 
that nearly $1,500 had been received 
by the Salvation Army Christmas 
charity drive. It was also stated that 
Lincoln firemen repaired over 3,000 
tovs for distribution during the hol­ 
iday 
season. 
Approximately 
375 
ba.skcts of food were delivered to 
needy families by the organization 
on Christmas day . 
Answer Injunction Suit— An as­ 
sertion that all bus lines u.sing the 
depot at Thirteenth and M streets 
are connecting line; of the Inter­ 
state Transit company is made m 
an answer filed in District court 
Saturday by the Interstate people to 
the suit for injunction brought by 
the Commefwial Building and In­ 
vestment Co. 
The building com­ 
pany charged that the 
Interstate 
Transit Co. violated 
its lease 
by 
permitting the Burlington and other 
lines to use the building. 
Demurrer Sustained.—A demur­ 
rer of Lancaster county to a suit 
for alleged damages to an automo­ 
bile, brought by Grace F. Gros- 
venor. was su.stained Saturday by 
County .Judge Reid. The plaintiff 
asked $300, for damages she charged 
resulted from driving over an un­ 
even {)iece of road between Waver- 
ly and Greenwood. Judge Reid held 
that Lancaster county Is not liable 
for the alleged accident, admitted 
to have taken place In Cass county . 
He held that joint liability of coun­ 
ties on roads exists only on county 
lines and not where a road runs 
from one county to another. 
Geological Fraternity Elects—At 
the 
regular 
meeting 
of 
Sigma 
Gamma Epsilon, national profes­ 
sional geological fraternity , held at 
Morrill hall, Leon W. Ashton was 
re-elected president of the local 
chapter for the second semester. 
Other officers are; 
Oliver Sherer, 
vice president: C. B. Schultz, sec­ 
retary -! rea.surer, and Day ton Valll- 
cott, historian. 
A dL^cusslon rela­ 
tive to articles which members are 
preparing for the Delta issue of 
“Compa.s.s,” publication of the na- 
' tlonal Sigma Gamma Epsilon order, 
was conducted 
at the 
meeting. 


SECKATARY HAW KINS— 


BOYS HAD 
JUST GATHERED IN 
THE CLUBHOUSE 
FOR OUR REGULAR 
MEETING. WHEN 
THE PELHAM 
FELLOWS FROM 
ACROSS THE RIVER 
CAME IN - - ^ 
BRISGEN, THE 
LEADER, HAD AN 
OWL UPON HIS 
WRIST- 


Harkinson’s Owl 
E 
THAT’S JUST I 
WHY WE DON’T ■ 
WANT YOU TO \ 
BRING US ANYTHING 
t h a t b e l o n g s to 
H A R K IN S O N -— ^ 


By R OBER T FR A NC SCHV LKER S 


Q n D THEN, EVEN AS WE TALKED ABOUT 


I T, THERE CAME A BLAST OF THE OLD 
B R A SS HORN, AND THE OWL WENT 
FLAPPETY-FLAP THROUGH THE WI NDOW 


, HOLD ON? NONE OF YOU ^ 
ARE GOI NG OUTSI DE NOW ? | 
WAI T AWHI LE AND LOOK 
\ 
BEFORE YOU LEAP--HOW DO 
YOU KNOW BUT WHAT HE 
^ 
HAS ALL HI S RED RUNNERS 
HI DI NG b e h i n d t h e ev er g r een s 
ON THE RI VER PATH ? 


BERT 
WHEELER 


ROBT. 
WOOLSEY 


Mighty tU rt of -The 
Cuckoo* • end -H» lf 
Shot ’ et the helm in 
m 
greet 
Broedwev 
h o t e l . . Running 
wild from flr» t floor 
to fortieth In e dl**y 
/ 
whirl 
of 
» lem-beng 
nonBcniel 


“ HOOK 
LINE 
AND 
SINKER” 


with • 


RALF HAROLDE 
Dorothy Lee 


Rtarta Monday 


Planj for the annual spring party 
and faculty dinner of the local 
group were also outlined. 
At the 
next regular meetln gof the club, 
Dr. C, G. Lowe of the university , 
will give an address. ’’The Origin of 
Scientific Nomenclature.” 
Damage Suit Filed— Warner M. 
Mason filed a suit 
on 
behalf 
of 
Mary Mason for $10,687 in District 
court Saturday against B, L, Gray , 
Robert Yost and the lowa-Nebrsiska 
Light and Power Co. It is contended 
that Gray and Yost, while in the 
employ of the power company , neg­ 
ligently caused a collision between 
their automobile and one in which 
the Mason girl was riding. The al­ 
leged accident took place five miles 
east of Seward on June 14, 19 30. 
To Attend Murder Trial—W. O. 
Trump, 1001 South Twenty -sixth 
.street. wUl leave Sunday evening for 
Loa Angeles to attend the trial of 
Wilbur Mossberg and Jacques Sa- 
manlego, charged with first degree 
¡murder of Mr. Trump’s son, Ralph 
|0 . Trump In October, 19 28. 
The 
trial begins at Los Angeles on Jan- 
’uary 19 . Mr. 'Trump will stay with 
¡three other sons in California while 
'attending the trial, 
Ralph Trump 
!was killed by holdup men who ac­ 
costed him while he was seated In 
his automobile. 
Given 
Jail 
Term. — Gertrude 
Nomer, 
former 
postmistress 
at 
Grainton, pleaded 
guilty 
to em­ 
bezzlement of $3.073-48 of postal 
funds In Federal court here Satur­ 
day morning. After listening to a 
story of Illness and business diffi­ 
culties caused by a bank failure in 
Grainton. Judge T. C.Munger gave 
the minimum sentence of thirty 
day s in the Grand Island jail. He 
declared it was absolutely necessary 
that he fix a 
punishment, lest 
clemency might lead to expecta­ 
tion of similar mercy in future 
cases. Mrs. Nomer’s aged parents 
I were present, and told how thev 
had sold their home in order to 
restore the postoffice loss. Judge 
Munger explained that a fine would 
! have to be equal to the embezzle- 
i ment and since In his opinion the 
debt would be a heavier burden 
than the jail sentence, he chose 
the latter, Mrs, Nomer was given 
permission to start her service at 
any date within the next thirty 
day s. 


ANNA LAIRD DIES 
IN BUENOS AIRES 


Was Resident Here For 
Nearly 30 Years; Had 
Planned Return. 
Word of the death of Mrs. Anna 
Laird, 52, former Lincoln resident, 
in Buenos Aires, Argentina, Friday 
was received in Lincoln by cable* 
gram within a few hours a f t^ the 
death by her sister, Mrs. C. E. 
Prevey , 1320 L street. 
Mrs. Laird and her husband, Pred, 
lived in Lincoln for nearly 30 y ears. 
They moved to Buenos Aires three 


Wallace Beery 
Marie Dressier 
in 
“ MIN & BILL“ 


l i n c o u i 


--------------------- 


About People 
Nearly sixty members and guests 
attended the annual banquet of the 
Palladian Literary society of the 
Nebraska imlversity , held Friday 
evening at the Cornhusker hotel. 
Dr. P r^erick A. Stuff, professor of 
English at the university , acted as 
toastmaster. Toasts were given by 
Vernon 
Pllley , 
Glenn 
Burton, 
Horace Traulsen, Elkanah Wiley , 
Gerald Briggs, and Ralph Gemmell. 
Music 
was 
supplied 
by 
Calmar 
Reedy , flute soloist, and Bertram 
Ellsworth, violinist. 
The banquet 
committee was composed of Gerald 
Briggs, Victor R. Sey mour, Calmar 
Reedy , £ . D. WUey , and Vernon 
Filley . 


Federal 
Judge 
T. 
C. 
Munger 
leaves Sunday to conduct court at 
Grand Island the early part of the 
week. 


MRS. ANNA LAIRD. 
y ears ago when Mr. Laird was sent 
there by the International Har­ 
vester Co. by which he was em­ 
ploy ed. 
The Lairds started to return to 
this country last August when Mrs. 
Laird was stricken with a heart at­ 
tack and the return was delay ed. 
The Argentine revolution occurred 
while Mrs, Laird was In the hos­ 
pital. 
In recent weeks, her conal- 
tion had been more serious. 
The cablegram which informed 
Mrs. Prevey of her sister’s death 
was dated 2; 57 p m., January 9 
and was received here at 2 p. m., 
that dav. 
Mrs. Laird was a member of the 
Eastern Star, the Lincoln Woman’s 
club 
and 
St. 
Mark’s 
Reformed 
church. 
She is survived by her husband 
and an adopted daughter Ruth, by 
three sisters. Mrs. C. E. Prevey and 
M rs, F. H, Oncken of Lincoln and 
Mrs. Hohart Ru.s.sell of I ^ Angele.s. 
Cal.. and by a niece, Mrs. Howard 
Schoenthal of Lincoln. 


Townsend-Portrait Photographer.Ad 


HATE taught 
her to L O V E 
J Odn 
CRAWFORD 


futi to 
kcifhtt 
,.« the jrettesi tmotioftil »©1« ©I 
kf* ctftr Humbled by 
. . she 
kited with *1) Ke» $©ul 
. loufht 
ftvenjc . uiifif cvcfy femimnt 
•vi know« t© womer . . « nd lound 
bve 
n 
' P A I D ' 
A, M 0 M 
IB* ft, 
J 
W'ftei . If,!.. 
i 
ROBERT ARMSTRONG ' 
* M A R IE PREVOST 
.OMN 
DOUGLASS 
Ofcpoc coons 


r*u „mum w4 h* (mK 


« « r* aMo 1^«, m» 
Jo«M •* K«< 


Thru Tontte 
“ The Dmir Way 
to Ikir* 
Stage 
“ BABY ROSE 
.MARIK“ 
Russell and Marconi 
Stuart Sy mphony 


S T A R T S M O N D A V “ 
S T U A R T 


Walter Huston 
Kay Francis 


also 
Comedy 
COLONIAL 
LAST DAY 


THR EE LINCOLN 
PEOPLE INJUR ED 


Three Lincoln persona were in­ 
jured, none seriously , it Is believed, 
when the automobile in which they 
were returning from Manhattan. 
Kas., skidded In loose gravel, and 
overturned a short distance north 
of Cortland on the Cornhusker 
highway early Friday evening. 
Mrs. 
Vaughn 
Noland. 
1728 
Q 
street, and Mrs. Charle.s W. Branch, 
1718 O .street, are in a Lincoln hos­ 
pital. 
Mrs. Noland’s Injuries con­ 
sist of a broken rib, a head 
in­ 
jury , and head and face lacerations. 
Mrs. Branch sustained a broken 
left shoulder, and oumeroas con­ 
tusions about her body , according 
to Dr. A. I. McKinnon. Tliey were 
reported improved by attendants 
Saturday morning. 
Smith C. Wilson, in whose car 
the 
three 
were 
riding 
.suffered 
severe brui.ses about his head and 
legs. 
He did not remain in the 
hospital. 
H. L. Babcock, 538 South T hir­ 
teenth street, brought the injured 
to Lincoln. 


Can a Man Love 
Tw o Women at 
One Timei 
A 
fascinating answer In this 
aoul-thrilUng 
talkie 
from 
Kathleen 
Norris’ 
best 
selling 
novel of love and modern mar­ 
riage. 


KAY FRANCIS 


Louis Stone—Zasu Pitts 
Charles Bickford—Kay J ohnson 


Last Day 


"J I'ST 
IM.AGINE” 


Starts .Mondavi 
ORPHEUM 


NEW FARES FOR 
I LINCOLN STREET 
CARS PROPOSED 
(Continued from Page One.) 
___ 
llcatlon for the increa^s In farea 
pointed to decreasing revenue of 
the tractUin company , Lincoln’s low 
fare rate as compared with other 
cities, and necessity of increases to 
keep the company on a safe fi­ 
nancial policy . 
Ezpiaine Reqnest. 
A s t a t e m e n t a n a ly z in g the 
changes and their significance was 
also issued Saturday morning by 
P. H. Brooks, president of the Lin­ 
coln Traction Co. He said: 
”FV>r some time 
past we 
have 
realized the necessity of a revision 
of fare schedules and have recog­ 
nized the need for changes and im­ 
provements in service. 
As the re­ 
sult of a careful study extending 
over a period of several month.s. we 
are now able to announce a plan of 
opieration which we 
believe 
will 
meet with general approval. 
We 
trust the propiosed fares wdll also 
be approved and accepted in good 
grace as they are based 
on 
an 
equitable principle and are as low 
as it is possible to make them and 
at the same time permit the com­ 
pany 
to 
continue 
to 
provide a 
transportation sy stem suitable and 
adequate for the needs of the city . 
“The zone fare .sy .stem is an a t­ 
tempt to regulate the cost In ac­ 
cordance with the length of the 
ride. This plan restores the nickel 
fare in the flr.st or inner zone. This 
zone comprises the business district 
and Includes the principal hotels, 
theaters. Nebraska university , the 
state capltol, the county courthouse 
and all lallroad .statioas. 
Single Fare Inadequate. 
“It is obvious that no single rate 
of fare, without limitation as to 
time or distance can adequately or 
equitably meet the needs of a 
transportation company . 
‘”rhe w’hole plan is a serious a t­ 
tempt on our m rt to meet a critical 
situation unselfishly and with the 
appreciation that a growing city 
such as Lincoln must necessarily 
require some form of mas.s trans­ 
portation 
facilities. 
It 
is 
quite 
obvious under pre.sent condition.s 
that this can only be accomplished 
through co-operation between the 
public and the comimny . 
“Over three miles of extensions 
into new territory are provided for. 
A total area of thirty -nine blocks 
heretofore without service will be 
brought within a reasonable walk­ 
ing distance of a bus line. Through 
town service will be furnished by 
the new agrlcutural college and 
South Thirteenth street bus line. 
This line Is made up of the present 
agricultural college line, the South 
Fourteenth line and part of the 
Lancaster and state hospital llne.s. 
and by running the line straight 
through on Thirteenth Instead of 
around a loop, will eliminate 167,- 
000 bus turns per y ear In the busi­ 
ness di.strlct, thus relieving traffic 
conge.stion and permitting greater 
schedule speed, 
Furnishrd New Service. 
“The 
new 
depot 
and 
South 
Thirty -seventh street bus line pro­ 
vides a direct line from the Bur­ 
lington depot inrough the basiness 
district, passing the prlnctDal hotels, 
theaters, state capitol building, and 
extends one mile Into a new and 
growing territory east and south 
of the present terminus of the 
South Eighteenth street line, and 
also furnishes service to the Lincoln 
high school. 
“The Lancaster and state haspltal 
line provides direct connection be­ 
tween the two s*ate In.stltuUons 
with transfers to either the South 
Thirteenth or South Tenth lines 
and .serves territory on South Tenth 
and South Eleventh now without 
either ca» or bus service. 
"Re-routing of the Havelock and 
University Place lines will tap new 
territory and will furnish a more 
attractive ride than the present 
route 
* 
“Eight new bu-sses of the lafes' 
ty pe have been ordered and addi­ 
tional bus equipment will be pur- 
^ 
thiA plan Is authorized. 
The changes planned will de­ 
prive no one of tran.sportation serv­ 
ice who now receives service, and 
will provide more attractive and 
convenient .service to the people as 
a whole.' 
Recent Survey Made. 
"'■outing and fare 
rev islon.s were worked out 
thq 
re.vuit of a survey conducted here 
^ c e 
fh-st part of October by 
^ a n k C. Welty , former assistant 
ot the Omaha A? 
Council Bluffs street rgjlway . 
Summary of the propa.ed rout­ 
ing of he city ’s transportation sy s­ 
tem under the plan follows: 
bu* lir.B Commpnclrti at N’.nth 
and P atrerl» , thenrf » outh on Ninth to O. 


B ask e tb all Tonight 


NEBRASKA 


M 
I S T U R I 
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íaat to Thirty -third, north t© Vine, east 
to Thlrty -ltfth, north v ia Thlrty -ilfth and 
Idy lwlld drive to Holdrefe, east to Forty - 
elRhth, north to Cl east to Touialln avenue 
north to O street, Havelork, east to Bev- 
.entieth. Return via same route to 
Tenth 
and o. thenee north to P atreti and west 
to point of beginning 
Univ ersity Plaee and R street bus line: 
Commencing at Ninth and P streets, thenoe 
south to O. east to Elerenth, North to R, 
ea.st to Twentj-vseventh, 
north to Vín-, 
east to Thirty -fifth, north via Thlrty -filth 
and Idy laild drive to Holdrege, east to 
Forty -eighth, north to St. Paul, east to 
Forty -ninth, north to Madison 
Return 
commencing at Forty -ninth and Madison, 
thence west to Forty -eighth, aouth to St. 
Paul, thence v ia same streets as outbound 
trip to Tenth and O. thence north to P 
street, and west on P street to point of 
beflnnlnf. This was the Fast S street line. 
Agricultural college and South Thirteenth 
bus line: Commencing at Holdrege and 
Idy lwlld drive, thence west on Holdrege 
to Twenty -second, south to Vine, west to 
Fourteenth, south to R, west to Thirteenth 
south to Harrison, east to Fourteenth at 
which poln* line separatei, one branch go­ 
ing east v ia 
HarrUou 
avenue. Perkins 
boulevard 
and 
Harrison 
boulevard to 
Twenty -second 
street, 
thence 
south on 
Twenty -second to Smith. Return commenc­ 
ing at Twenty -second and Smith, thence 
west to 
Twentieth, 
north to 
Harrison 
boulevard and then v is same routb as 
south bound to point of beginning; one 
branch to go south from Fourteenth and 
Harrison on Fourteenth street to end of 
line at Arapahoe Return via same route 
as south bound to point of beginning. 
Depot B b* RftHta. 
Depot and South Thirty -sev enth street 
bus 
route. 
Commencing 
at 
Burlington 
depot and P street, thence east op P 
street to Thirteenth, south to K, east to 
Six teenth 
south 
to 
O. east to Twenty - 
first. south to D, east to Thirty -sev enth, 
south to A. Return commencing at Thir­ 
ty -sev enth and A, thence west on A to 
Thirty -third, north to D, thence v ia same 
route as outbound trip to point of be­ 
ginning. 
Univ ersity Place crositown line* With 
bus operation: Commencing 
Fifty -ninth 
and Huntington 
avenue, 
thence wtst to 
Fifty -flffh, south to Walker, west to For­ 
ty -eighth, north 
to 
St. Paul, west 
to 
Forty -first. Return over same route. Alter­ 
nate with street car operation Commenc­ 
ing at Fifty -sev enth and Walker, north to 
j Adams, west to Thirty -second, south 
to 
Leighton Return over same route to For- 


i ly -nlnth ana St. Paul, thence south on 
! Forty -ninth to Walker, thence east 
to 
point of beginning. 
Lancaster and state hospital bus line; 
Commencing at Lancaster, thence east to 
¡ Fourteenth, north to High, west to Elev- 
; enth, north to Hill, west to Tenth, north 
- to South street, west to Park boulevard. 
' southwest to Van Dorn, west to 
Fo'.som 
' and south to state hospital entrance. Re­ 
turn v ia same route. 
.Number Route* Unehangcd. 
North Twenty -sev enth street bu* line: 
Commencing at 
Ninth and 
P streets, 
thence south to O. east to Twenty -sev enth 
north to Holdrege. east to Twenty -ninth 
I north to Potter, east to Thirty -first, and 
! north to Fair. Return v ia same route to 
i Tenth and O streets, 
thence 
north on 
I Tenth to P .sirei^t and west on P street to 
j point of brglnntng. 
' 
No changes in present route on follow­ 
ing lines: 
Bethany bus route 
Weat O and North Tenth itreet but line. 
College v iew rail line. 
Sumner rail Una. 
Normal rail line 
Randolph rail line 
South Tenth rail line. 
Wy uka rail line. 


HOLDUP GIVEN 
TERM 8 YEARS 


tC o n tin u rd from P ac« Onp > 
Wey er 
that 
they 
were 
officor.t, 
started to search him. 
“Walt a minute,” Olson quoted 
Wey er as say ln« . and tlien the 
trapped man suddenly reached for 
his right hip pocket. 
“Let him go,” said Lieutenant 
Towle, who was armed with a Ger­ 
man Leuger automatic. Olson how­ 
ever, 
seized 
Wey er’s 
right 
arm, 
whipped the su-spect’s revolver from 
the rear pocket, and knocked him 
Into a comer of *he room. 
First Time In Lincoln. 
The 
confes.sed bandit said he 
came to Lincoln for the first time 
in his life Friday afternoon. Almost 
broke, he decided to hold up a sta­ 
tion. Selecting the Checker Board, 
at 6 o'clock he bought .some ga.so- 
llne and alcohol, and producing a 
.410 gauge pistol, he looted the cash 
register. He drove back downtown 
and traded his gun at a pawn shop 
for the .32 caliber revolver police 
found on him, he said. 
Wey er said he was bora at Hols- 
ington. Kas. At the age of 19, he 
was sentenced to the Kan.sas re­ 
formatory at Hutchison for car 
theft, and served 11 months. Later 
ha was sentenced to 1 to 10 vears 
for forgery while living at Stock­ 
ton. Kas. Wey er said he was re­ 
leased 
in 
December. 
19 29 , 
after 
servmg five y ears of his sentence 
in the Kansas prison at Lansing. 
Wey er's parents are deal, and he 
has no home, he said. 


FUNER A L PA R LOR S 
TO BE M A N A O En 
BY MR S. BR OW N 
Dl.'ipo.'iitlau of the Henry B. Brown 
funeral parlors will not be made f jr 
.some 
time, 
according 
to 
Mr.*;. 
Brown. Due to numerous Inquiries 
which have been made during the 
past few day s, Mrs. Brown said that 
for the present the funeral parlor.s 
will be under her management with 
Aleck Welch as her as.sl.stant 
Her 
decision wa.s reached, Mr.s. Brown 
.said, when numerous friends and 
as.soo1ates a.sked that she remain 
Identified with the flnu. 
Mr. Brown, who died Sundav, 
January 4. had been actively en­ 
gaged in the undertaking buslne.ss 
in Lincoln since 1S9 0, first with the 
Walton G. Robert.s mortuary and 
then with Brown and D<nie. 
In 
19 07 Mr. Brown purchased his part­ 
ner’s interest and the firm was re­ 
named Henry B, Brown’s funeial 
parlors. 


Marriage Licenses 
THE FOLLOWINO I.ICENSK TO WED 
hss bp(*n issued in County court, 
Nsme 
Address 
Age 
Henry Suder. Lincoln ..................................2.t 
Caroly n Amend, Lincoln ........... . . . . . . 20 


Coming Ev ents 
O A R rO"! No. 35 snd Farrsgut W. 
R, C No. 10, chamber of commerce, .joint 
public 
installation, 
Saturday 
7 10 
o'clock. 


Denies New Trial.—Motion for a 
new trial of the Blochowltz estate 
ca.se was overruled Saturday by 
District Judge Chappell. Supersedeas 
bond was fixed at $3,000. Judge 
Chappell recently held that deeds 
to 640 acres of land by Joseph 
Blochowitz, late Lanca.ster county 
pioneer, were obtained by undue 
Influence and were never delivered. 
Three .sons of Blochowltz were de­ 
fendants in the ca.se brought by a 
fourth son and two daughters. The 
plaintiffs were Albert Blochowitz, 
Lena Yankton and Anna Geist- 
linger. The defendants were Frank, 
George and John Blochowltz. 


J ob's Daughters, Masonic temple, Tsen- 
tv -s» v enth and S streets. Installation Sat- 
urdav at S o'clock, 
▲AAAAAAA 
- SPECIAL TODAY- 


Almond - Apricot 
Ice Cream 


Made with fre.sh eggs and 
cream. 
No wonder it s so good. 
Roberts Dairy Co. 


Retail Room, Dealers, or 
B6747. 


BRYANAPPROVES 
NAMINC BABCOCK 
(Continued from Pape One.) 
Under a 
later 
regime 
he was 
placed on the state pay roll, where 
he now continues. 
Bliss Confers With Governor. 
State Commerce Secretary Bliss 
dropped in on Bry t^n during the 
forenoon to ask about the policy 
of the new administration relative 
to certain details of bank super­ 
vision and the handling of failed 
banks. Being occupied at the time, 
the governor asked him to return 
a little later and talk things over. 
E. M. Pollard was ab.sent from 
the combined welfare-labor office 
Saturday , 
having 
been 
relieved 
from further duty as its head the 
day before. 


Lincoln Sy mphony Orchestra 
Second Concert 
Soloists—Anthony Donato, 


The Great Cathedral Clioir. 


Stuart Theater, Sunday Afternoon, J an. 11th. 


Tickets at Walt’s Music Store, or Box Ofiice. 
Reserved Seats, 11.50. 
I'nrrsrrved Seats, $1.25. 


Daily Cross'word Puzzle 


B irth s 
BEAN-Mr 
sud 
Mrs, 
Glsn. iLorstt» 
Brosn.t 3700 F *tr« rt. J sn g. • boy 
luAUTENSCHLAOER 
Mr snd Mrs Wil­ 
liam L*Roy . iDorothy DsVors» . 3i5 l 8 um- 
ner str^rf. J sn 6 , g boy . 
8 TASTNEY 
Mr 
snd 
Mrs 
.foseph F , 
(Lorrtt» Frsnrrs Rrhrrgtr» . S31S 
Knox 
sv rnuf, J sn S. a girl 
PLA-MOR 
Dance Tonite 
tft 
Boats and Her 
Buddies 
Thli I« • dsnr* 
(hat 
y ftu'Il 
ea|ay 
dsnrinf ta— Flanty of F*p. 
Tcinnrraw 
Nlt*—I udlsm 
• n 4 
lits 
Musir—Alway s B» *t. 
.1 Mtlrs West on “ O" 
Fsy od AU ta* Wfty 
Admission t^e f.**h—Dftnrlng Frr*. 


A C B 0 8 8 
1. Dllisssd 
I. Mofft ua 
wlieels 
I. Obstinat« ani * 
mal 
It. K suonsivs 
II. H llsw orn 
14. Ha« 
16. Most aa* 
famlilar 
17. Tli« jrollow 
bofi« 
11. Horn 
1$. Ob« 
Wh« fO«s 
•bead 
tL Arranv« M« 
for« haa4 
tt. W a n d e t 
t i . l'ossards 
17. itusft perfaa« 
t l . Tarkifh 
aani« 
$1. I'erlalnlaff t« 
th« lamest 
euiitfnent 
•I. t;uinmotloB 
Sk ii« B« rBl flarht 
17. Th« Or« rh .4 
SM. und uf Star 
SS. Fund tn sap. 
•urt • priest 
4t. Mlaute 
« rootes 
I 41. Danish money 
I 
of arm ant 


Solution of Y« st« rday 's Puzzle 


41. itstor« 
47 . Nhaped iihe • 
trapoBlnn 
St. Nothinf 
St. tinet Oermaa 
it . Oreat Laka 
SS. Ptay lbina 
Si. rnnlradlrl 
S7. Animal with 
antlrrs 


s 
m 
E s 
1 V g 


r LeM 
l D 
A 
E Ì AjT 
IIDWN 
I . Publie 
niitiresi rollo« , 
t. I lanr oeer es* 
prnsrs 
S. Aurlrls 
4. ll||iiM itle slat« 
5.4.7. 


Ituirrs 
N atlte m rial 
bind of Ihrrad 


C a th e d ra l 
rhurrh ul 
Homo 
A tiioiig 
liutr ue 
i'lilel urfor 
Newt comb, 
form 
biuiues« cola 
linhy carrlagfi 
rolloq. 
Bi ug« 
enar* 
acter 
W Irhtdoes« 
Pierre ol 
niunry 
Kdlhle tabsr 
Aruhlna era* 
port 
I t l U S ll l D f 
I'hargrd srllh 
i 
as 
'osiiiiof tr m 
scainin atlos 
I o|) |)li re of ■ 
spire 
A*tound« 4 
W r Ird 
Anirer 
DikMMlehrd 
Not of Ibrts 
Doprnd 
AlnssarhosrIIS 
rape 
1x1*1 
liind 
F trrt rontr. 


Dance Tonight! 
AVALON 
27th and Randolph. 
Admibsion, 25e—Dancing Free. 
.Music by 
Lincoln Sy ncopaters 
One of the Beat 6 Piece Harmony 
Dance Randa in the State. 
A Better Place to Dance. 
Don't .Mlta the 
,4pron and Os’erall Dance 
Nex t Thurn. .Niifht, J an. 15 
A nice Prire will be given tn 
the couple in Apron and fMeralla. 
Making the bent lime ¿*» ir lng, a 
Fast OM -STEP—« 1* time* 
around the hall. 
Come hear the Nvncdpators 
play a fast one. 


/ 
2 
3 
4 
/ ' /; S 
L 
1 
S 
f 
/Û 
// 


/2 
i m 
/3 
/4 


/S 
/>• .' 
. m 
'7 


t j m 
lì 
' f 
2 û 


2i 
22 
23 
24 


2S 
2h 
^1 
2Ì 
30 


31 
31 
33 
34 


35 
3(0 
31 
' y. 3Î 
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4o 
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Aged Omaha Man Is Victim Of Blaze In His Home 


ONE DEATH IN 


FIRE AT OMAHA 


Man Loses Life and Twt> 


Children Overcome 


By Smoke. 


Policeman Goes Through 


Flames to Rescue 


Small Boy. 


OMAHA, Jan. 10—(/P)—One man 


was killed and two children weie 
overcome by 
smoke in an 
early 
morning fire at the home of Mrs. 
Thelma Bullock here today. 
Simon Bowser. 73, grandfather of 


Mrs. Bullock, died in an ambulance 
•which was taking him to a hospital. 
He had been overcome by fumes. 
Jean Bullock, 7, and her brother. 
Jack, 9, were the two overcome. 
Jack wag revived quickly by an in- 
halator squad, but Jean was uncon- 
scicus at a local hospital three 
hours after she had been taken from 
the burning home. 
Charles J. Caldwell, a policeman 


011 his way to work, and his sou, 
Charles, jr., 19, rescued the boy from 
the flames, but were unable to find 
Jean and Bowser until firemen ar- 
rived. 
Seeing Jack's face at an upstairs 


window, Caldwell rushed into the 
flames, made his way to the boy's 
bedroom, broke a window and hand- 
ed him out to his son, who had 
climbed to a second story 
porch 


roof. He was unable to find the girl 
and Bowser because of the thick 
smoke. 


Mrs. Bullock was not injured, but 


was hysterical. The house was badly 
damaged. 
Former Bankers At 


Vesta Sued by Bliss 


Are Allesed to Have Made Exces- 


sive Loans and Judgment is 


Asked for Large Amount. 


(Special to The Star.) 


TECUMSEH, Neb., Jan. 
10 — 


Charging that E. H. Johnson, F. C. 
Rulla and J C. Rulla, former opera- 
tors of the failed Vesta State bank 
of Vesta, 
made 
excessive loans, 


Clarence G. Bliss, receiver of the 
bank and acting secretary of the 
department of trade and commerce 
of Nebraska, has brought suit f9r 
damages against the three men in 
the Johnson county District court 
for a total of $34,589.10, with inter- 
est. Mr. Johnson is now a resident 
of Iowa and an attachment has been 
made upon his real estate in this 
county. 
TWO CONFESS TO 


OMAHA ROBBERIES 
OMAHA, 
Jan. 
10—(^P)—Harold 


Bartis and Elmer Williams, negroes, 
arrested hqre. last night confessed, 
police said, of robbing a grocery 
store here sevc -al njghts ago. They 
also 
confessed, 
police said, 
to 


breaking a window in a jewelry 
store here two months ago and 
stealing rings valued at $1,000 . 


Slain In Omaha 


A. P. Photo. 


Mrs. 
Helen Tobin, Omaha, who 


was shot and killed by her hus- 
band, Dave Tobin, dry law investi- 
gator. He said she hindered him 
in ills work. 


MAN DISCOVERED 


PILFERING CARS 
SHOT BY OFFICER 


OMAHA Jan. 10—(ff)—Alex White, 


47, laborer, was shot in the right hip 
last night by Police Detective Harry 
Fielding, when White failed to heed 
commands to halt as he fled after 
Fielding had detected him in the 
act of looting a parked car. 


As White left the car. Fielding, 


who had watched him from across 
the street, started afte him. Field- 
ing called upon the man to halt but 
White broke into a run. 
Fielding 


first fired at the ground, but when 
White started running again after 
a momentary halt ,the officer fired 
again, the bullet striking White in 
the hip. 
White said that he had been job- 


less for three months and was in 
need. He said that last night was 
the first time he had ever attempted 
to loot cars. 
Regents To Elect 


At Omaha Meeting 


Honoring J. R. Webster of Omaha 


who retires as a regent of the Uni- 
versity of Nebraska, the board held 
its regular meeting at the medical 
college in Omaha Saurdav. Dr. A. C. 
Stokes of Omaha takes the place of 
Mr. Webster, who served on the 
board for twelve years. 
Dr. Stokes is the only new mem- 


ber. Regent Earl Cline of Lincoln 
starts his second term. 


Officers were to be elected at the 


meeting. 


McMULLEN IMPROVES. 


(Special to The Star.) 
BEATRICE, Neb.. Jan. 10—Former 


Governor Adam McMullen, who has 
been ill at his home here the past 
week from a threatened attack of 
pneumonia, is improving. He was 
first taken down with influenza. 


Today 


By ARTHUR BRISBANE 


Big Country. Big Wonders 
Meet Another Octopus 
Real for Him. He's Dead 
I'll Make You Love Me 


Nature and providence made this 


country on a big scale. Some of the 
biggest things are still unknown to 
a majority of us. Pike's Peak, the 
Mississippi. Niagara Falls and the oil 
deposits "we all know. But lew know 
about the gigantic limestone cav- 
erns of Carlsbad in New Mexico. An 
imitation to see the caverns from 
President Paul Shoup of the South- 
ern Pacilic railroad gives this in- 
formation : 
"You can put the national capitol 


into the biggest cave, so far discov- 
ered, and. then have a zeppelin sail 
Over it without touching the roof." 
Get your new car, drive out to see 
that cave, see other wonders in New 
Mexico and drive on to the Pacific 
coast and see the biggest thing of 
HI, the Pacific ocean. 


A new 
"octopus" 
Is 
coming. 


jMessrs. Eaton of the Republic Steel, 
Campbell of the Youngstown com- 
panv. and Grace of Bethlehem Steel 
are in New York planning a two bil- 
lion dollar steel merger. 
Once upon a time that 
would 


have set all the muck rakers to rak- 
ing violently. 
And the Supreme 
court would have sai^d: "You must 
not do it; you are growing big." 
But we have passed that stage, 
and have taken for our motto "The 
Bigger the Better." 


Many that read this call the un- 


employment problem "a passing 
thine." not too serious. It was quite 
perious for Harry Drucker. Hungar- 
ian shoemaker, who came to this 
country after the world way, found 
a job repairing shoes, then opened 
a little store and married. Twins 
were bora, everything was promis- 
ing:. 


Now the twins are near death, in 
a hospital where the father, who 
attempted to kill them, is dying. 
The mother is dead, killed by her 
husband. 
Hard times closed 
the 
store, work could not be found. He, 
his "wife and the twins starved more 
or less lor seven months, r/ow It is 
over. 


No "theory" about that. 


Russia 3s modem. Gigantic agri- 
cultural machinery "combines" such 
»s few American farmers have ever 
seen, travel $0 or 100 miles in 
a 
slraight line across immense wheat 
Reids. What the Russians do. 
Is 
done on a gigantic scale. Now they 
we spending $4S.(XWjOoo on a pow- 
rrlul broadcasting -wireless plan. 
They wir broadcast 'tticir theories 
en government, and the sins 
of 
~capil.ali.Mn~ and whether von hfcfi 
Ihcm or r.ot, the theories will come 
rauling into you- radio. 
Marine people listen, of course 


Will be another thing. But some will 
listen, especially In Uxse times. 


There is a puzzle in Washington, 


entitled "to hear or not to hear 
the Wickersham report." 


Conpress would like to know what 
Mr. Vvlckersham and his friends 
have to say about prohibition after 
such long sitting. When a Jhen has 
been on her nest for 21 days you 
expect to hear a chicken peep. 
On the other hand, the interests 
that are our real government, don't 
want an extra session of congress. 
In their opinion the safest congress- 
man is one at home, far from Wash- 
ington. 


They fear the Wickersham report, 


for it may stir up questions that 
will force an extra session. 
What would you do in that puz- 
zling affair? 


really possible to buy the'best secur- 
ities at the ridiculous prices of to- 
day. Then it will be too late." 


Once In London a man wagered 
that the public would not buy real 
gold sovereigns for sixpence each if 
they were offered at that price. Kc 
tried the experiment and the public 
refused to buy. America is doing 
that now. 


SOPHUS NEBLE 


WIDELY KNOWN 


Omaha Editor Had Been 


Honored by King 


Of Denmark. 


OMAHA, Jan. 
10—W—Stricken 


Friday at his home with a third 
heart attack since Christmas day, 
Sophus Neble, sr., editor and pub- 
lisher of the Danish Pioneer, died 
within a few minutes. He is sur- 
vived by his widow and four chil- 
dren, Sophus 
Neble, jr., Omaha j 


Municipal 
court 
judge; 
Eyvind 


Neble Omaha; Mrs. Glenn Miller, 
Omaha, and Miss Severely Neble, 
Omaha. 
Mr. Neble was first stricken on 


Christmas day. 
On , advice of his 


physicians he prepared to go to 
Florida for the winter. A second 
heart attack last Friday however, 
forced him to defer the trip. 
Mr. Neble, through his 
news- 


paper and his political activities as 
a member of the democratic party, 
was widely known throughout the 
United States and Denmark. 
At 


one time his paper, published here, 
was said to have the greatest cir- 
culation in Denmark of any paper 
—foreign or native. 


He secured 
possession 
of 
the 
Danish Pioneer soon after coming 
to Omaha in 1883 when he and 
another employe purchased 
the 


journal. 
Under his 
guidance it 


rapidly climbed to a position of 
influence. 
In 1925, Mr. Neble was honored 


by King Christian X, for his "con- 
stant and splendid work through- 
out a long period of years, in the 
interests of Denmark." He twice 
served as democratic presidential 
elector and served one term as 
Douglas county commissioner. 


Mr. Neble was born in Stubbe- 


kobing on December 15, 1856. His 
father was killed while serving in 
the war with Germany in 1864 and 
the family was left in want. At 14 
he became a printer's apprentice 
and soon after mastering the trade 
moved to Copenhagen where for 
four years he was employed in a 
government printing office. 


It was while he was thus em- 


ployed that he first saw a copy of 
the Danish Pioneer, then published 
in Omaha by Mart Hansen. Im- 
pressed by the picture of American 
life as drawn in the paper he de- 
cided to come to America, which 
he did in 1883. In a few months 
he obtained a position on the 
Danish Pioneer, and several months 
later he and R. T. Frederickseri, 
another employe of the Pioneer, 
purchased it from Mr. Hansen. 
SHARP SENTENCED 


FORGERY CHARGE 


FREMONT, Neb., Jan. 10—(#>}— 


Harry Sharp, former North Bend 
harness maker, pleaded guilty be- 
fore District Judge Fred Spear here 
yesterday to a forgery charge and 
was sentenced to one year in the 
state penitentiary. 
Sharp was re- 


turned from Savannah, Mo. 


X. B. HAGSETT FUNERAL. 


(Special to The Star.7 
RIVERTpN? Neb., Jan. 10 — The 


funeral services in charge of Rev. 
J. M. Dicye, of Red Cloud were held 
at Riverton Thursday for Norwood 
B. Hagsett, 74, who died at his home 
Sunday following an extended ill- 
ness. Mr. Hagsett moved here about 
a year -ago after retiring from ac- 
tive farm life. He was married at 
Humboldt. Kas., in 1877 and spent 
his early married life in Iowa and 
eastern Nebraska. In 1902 the fam- 
ily moved to Chase county, where 
he made his home until moving to 
Riverton. Surviving him are seven 
children. Interment was made at 
Nebraska City. 


POVERTY 
CAUSES 


OMAHA WOMAN TO 
SWALLOW 
POISON 


OMAHA. Jan. 10— (ff)— Mrs. Lu- 


vrt-ne Palmer, 26, parachute jump- 
er late yesterday ended her life by 
drinking poison. She died as 
she 


was beinn; taken from her apart- 
ment to a hospital. 


Mrs. Palmer ended her life, 
be- 


cause of despondency, her husband 
told police. He had been out 
of 


work for some time, he said, and 
they had little 
money for 
food. 


Yesterday, he said, they were ord- 
ered to vacate their home. 


After drinking the poison, Mrs. 


Palmer walked from the bathroom 
to the living room to bid him good- 
bye, Palmer said. 
She took up parachute jumping in 


1928 and made her first jump at 
Casey, la. She landed safely, de- 
spite a minor accident to the chute, 
but two day's later broke an ankle 
in a fall down stairs. 
GEORGE SUFFERS 


SERIOUS BURNS 


Faints While Carrying 


Hot Ashes in Broken 


Home. 


BROKEN BOW, Neb., Jan. 10— 


C4 
5) — L. D. George of Broken Bow 


was burned seriously at his home 
here today. He fainted while car- 
rying a basket of hot ashes up 'the 
basement stairs. The ashes fell on 
him and ignited his clothing. When 
he regained consciousness he at- 
tempted to extinguish the fire by 
getting into bed. 
The bedding caught fire and a 


roomer in the home who came to 
his rescue, extinguished the blaze 
and summoned a physician. 


George was taken to a hospital 


for, treatment of burns on his fore- 
arms and hips. 
His wife is visiting relatives in 


Omaha. 


Omaha Woman Injured 


When Autos Collide 


JARMIN FUNERAL SUNDAY. 
(Special to The Star.) 


FREMONT. Neb, Jan. 10—Funeral 


services for I urry Jarmin, whose 
death occurred in Topeka, Kas.. will 
be held at the Bader funeral home, 
Fremont, Sun -ay at 3 p. m. under 
auspices of the Masonic lodge and 
the Spanish War Veterans. Jarmin, 
who was reared in Fremont, had re- 
sided here most of his life, but a 
few years ago moved to 
Grand 
Island. As a traveling salesman he 
had a wide acquaintance in eastern 
Nebraska. 


The price of bar silver drops again. 


Even the very "best'' 
financial 


minds, that worshiped the 
gold 
standard, as fire worshipers did the 
sun. begin to admit that silver, pale 
financial moon, requires attention. 
Destroying the value of silver has 
destroyed the buying power of 800.- 
000.000 people, half the population 
of the globe, including all in China 
and India 


When you impoverish 800.000.000 


of your customers, you do not help 
business. 


Sixty thousand cattle are slcwlj- 
crossing the Australian continent. 
Once in six years heavy rains fall 
in the interior. Water holes are 
filled, the ground is covered with 
grass, as is the Mojave desert in 
California, when rain falls there. 
This is a rainy year and experi- 
enced white herdsmen, with abor- 
iginal blacks as "fielders" are slow- 
ly driving the great herds south 
from northern Australia. 


Such a trip usually lakes about 
two years and the "trek" is more 
Tnercllul than in the old Nomadic 
days. 
Tartars drove their caiUe 
from 
one pasture to another and on the 
way cut meat Irom llsins animals, 
ate -what they -wanted, and drove 
them on %& long as they could go. 
There is improvement. 
1930, KJnc Fc»tsr« Syndicate. 
Jacl 


The effort of Stalin to make you 
his Shcories reminds you of 
cric* Ifcc Great's lather, chas- 
liiUe boys into a comer, and 
seating them severely, saying TH 
tnafcc you lore me." 


Monti- is still tent In Wall strrft 


*<pn fAlT at 1 per cent. Two years 
fcco nobody would have dreamed of, 
inch rhejr. money. 


A few -,far.« Jwwe jr.any -rill 
*rh- they did not take ad- 
etf St. 


O»o H. Kahn, who really under- 
Itunds l-.nance, ,said last Wednes- 
fay: Two rears from now Joc*1nz 
»aci, you -sill not belicv* Uun it was 


BASKETBALL TONIGHT 


NEBRASKA 


vs 


MISSOURI 


The Intercollegiate A. A. A. A. In- 
door track championships will be 
staged March 7 at the 102nd Engin- 
eers armory, New York. 


Conpe Overturns On Highway Near 


Falls City and Miss Doris 
Flynn Is Badly Hurt. 


FALLS CITY, Neb., Jan. 10—W) 


—Miss Doris Flynn of Omaha, 23, 
today was in a hospital here with 
a broken rib and severe lacerations 
on her head, which were suffered 
shortly before midnight in an au- 
tomobile accident. Her coupe col- 
lided with the automobile of Pat 
McMahon and the coupe over- 
turned. 
McMahon's 
car was damaged 


badly. 
McMahon, with several Sacred 


Heart basketball players, was re- 
turning 
from 
Stella, where 
he 
refereed a basketball came. None 
of the occupants of his car was 
injured. 
OFFICER CLAIMS 


HOLDUP ATTEMPT 


IMAGINARY ONLY 


PLATTSMOTJTH, Jan, 10—0P)— 


The "attempted holdup" of a Ne- 
braska City couple as reported by 
the couple on January 3 was the 
result of fear on the part of the 
couple when * machine, ditched a 
short time before, nulled outrtnto 
the road in front of them, Sheriff 
Heed resorts. 


Two Omaha boys, Arnold Gasa- 


way and Verne Timmons, arrested 
in the investigation following the 
report, have been turned over to 
Omaha police while the ownership 
of" the car they were driving Is 
probed. Sheriff Reed says. 


ANNOUNCE MARRIAGE. 
(Special to The Star.) 
BEATRICE. Neb.. Jan. 10—An- 


nouncement has been received here 
of the marriage 01 uiyae sailing ano: 
Miss Marjorie Hill both of Odell, 
which occurred at Wamego. Kans. 
They will make their home on a 
farm near Odell. 
Both are high 
school graduates. 


HOAGLAND GETS 


LONG JAIL TERM 


Ninety Days for Driving 


Car While Intoxi- 


cated; Appeals. 


OMAHA, Jan. 
10—(/P)—William 


Hoagland, 24, son of a wealthy Om- 
aha lumber dealer, was sentenced 
to ninety days in jail in Police 
court here 
today by Municipal 


Judge Lester Palmer on a cnarge 
of driving an automobile while un- 
der the influence of liquor. 
His 


driver's license was suspended for 
one year. 
-The sentence was immediately 
apealed 
by Hoagland's 
attorney 


after he had pleaded not guilty. 


Hoagland was arrested early yes- 


terday after two escapades which, 
police said, he climaxed by bran- 
dishing a revolver and threatening 
the crew of a street car after its 
members had requested him to re- 
move his automobile from 
the 


tracks. The operator of a south 
side soft dring dispensary told po- 
lice that Hoagland had "shot up" 
his place earlier in the morning. 


Arrested 
twice 
previously 
on 


similar charges a year ago, Hoag- 
land received a 15-day jail sentence, 
which was later shortened, and a 
stiff fine. 


"I feel that I am doing my duty 


to the public by giving you ninety 
days in jail," Judge Palmer said 
in announcing sentence. "It woui<l 
do no good to fine you. Your father 
is a millionaire and any fine 1 
could levy wouldn't mean anything. 


WILLIAMS RITES 


HELD AT AURORA 


(Special to The Star.) 


AURORA, Neb., Jan. 10—The fu- 


neral of Thomas E. Williams, for- 
mer state tax commissioner, took 
place at his home in Aurora Fri- 
day afternoon. The attendance was 
large, many people being present 
from outside of Hamilton county. 
Beautiful 
flowers 
were received 


from friends in other parts of the 
state. The service at the house 
was in charge of Rev. James B. 
Brown and Rev. B. B. Baird. At 
the grave the Masonic lodge of Au- 
rora was in charge. 


DILLER COUPLE WEDS. 


(Special to The Star.) 
BEATRICE. Neb.. Jan. 10—Her- 
man Stahl and Miss Norma Harvey, 
both of Diller, were married at 
Marysvffle, Kas.. earlier In the week. 
They have returned and will make 
their home on a farm near Diller. 


CUSTARD DESSERTS. 


WILL BAKE BETTER 


IN SMALL DISHES 


Coffee is Also Better When 


Roasted in Small Lots — 


Hills Bros.'Method 


The smaller the dish, the more 


jvenly and quickly the oven heat 
:an penetrate to the center of the 
custard. Such results cannot be 
Counted upon when large baking 
dishes are used. 


Applying this principle to roast- 


ing their fine blend of coffee, Hills 
Bros, found the way to develop uni- 
form flavor in every ounce. A con- 
stant stream of green coffee is 
introduced into the roaster in auto- 
matically measured lots of about 
three pounds, and passes through 
in a steady flow, roasting a little 
at a time. There is accurate con- 
trol of both the flow of coffee an«i 
;he temperature. 


This process, patented by Hills 


Bros.—Controlled Roasting—de- 
velops a delicious uniform flavor no 
other coffee has. 
The ordinary 


method—roasting in bulk—is vir- 
tually 'aJcing in control. 


Grocers everywhere sell Hills 


Bros. Coffee in the vacuum can that 
keeps it ever-fresh. 
Air, -which 


destroys the flavor of coffee, is re- 
moved from this can and kept out 
Coffee packed in ordinary cans 
even if air-tight, does not stay 
fresh. Ask for Hills Bros. Coffee 
by name and look for the Arab— 
the trade-mark—on the can. 


Hills Bros. Coffee, Inc., Kansas 


City, Missouri. 
01931 


Toonerville Folks 


AUNT EPPIE HOGG, THE FATTEST WOMAN IN 3. COUNTIES,^ 


COULP JUST ABOUT MURPER FUEM PROPPY. 


\r 


January S 


CONTINUING the clearance of seasonal stocks 


and other timely offers. 
All—very excep- 


tional value! 


Women's 
Lined 
Gloves 


Every pair a bargain! 


REG. 1.50 GLOVES. Fleece lined. 
Sale 
' 
4 mf 


price— 
1*47 


REG. 2.50 GLOVES. Fleece lined. 
Sale 
i A* 


price— 
A«77 


REG. 
4.00 GLOVES. Wool lined. 


Sale 
1 1C 
price— 
?•*) 


REG. 6.00 AND 6.50 GLOVES. 
Fur lined. 
A p A 


Sale price— 
4t?U 


Other lots of lined gloves also 


reduced for clearance! 


First Floor. 


One Lot~ 


Womeh's Hats 


last reduced prices 


AN 
assortment 
of W H I T E 
/m- FELT HATS, one of which 
you will like to have this spring 
and summer. Also greens, sand 
color, and reds. 
A few. soleils, 


velvets, suedes, metallics and 
antelopes. Both brimmed and 
off-the-face modes. 


Grig. 5.00 to 25.00 


Fourth Floor. 


Women's Shoes 


—in two low-priced groups! 


LOT 1. Shoes for which you ordinarily pay 
10.00 to 14.50. The majority are brown and sizes 
6'/i and more. Pumps, ties and strap slippers. 
Also "black and a fair range of sizes 4 
to 6. •» Shoes of fine leathers. Sale 
price pr.— 


LOT 2. Shoes originally 
priced 7.50 to 12.00. 
Wearers of sizes 4 to 6 
will find a good, assort- 
ment for selection but 
there are also smart 
models in other sizes. 
Black and brown. Strap 
slippers, ties and pumps. Kids, reptiles, 
suedes, calfskins and patent leathers. 
Sale price pr.— 


Second Floor. 


Pequot and 
Strathmore 


Sheets and 
Cases 
Sale pricesl 


PLAIN 
81x108 in. 
81x99 in. 
72x108 in. 
72x99 in. 
63x108 in. 
63x99 in. 


SHEETS 
sheets, 1.60 
sheets, 1.40 
sheets, 1.40 
sheets, 1.30 
sheets, 1.30 
sheets, 1.20 


HEMSTITCHED SHEETS 


81x108 in. sheets, 1.80 
81x99 
in. sheets, 1.65 


81x108 in. sheets, 1.65 
72x99 
in. sheets, 1.50 


63x108 in. sheets, 1.50 
63x99 
in. sheets, 1.40 


PLAIN CASES 
42x36 in. cases, 32<£e 
45x36 in. cases, 35c 


HEMSTITCHED CASES 


42x36 in. cases, 42 ^o 
45x36 in. cases, 45c 


—Third Floor 


Drapery 
Fabrics 


Prices 


BROCADES—Chinese red, 
black and gold; also green 
and blue in short lengths. 
RAYON .TAFFETAS in 
plain colors. SILK TAF- 
FETAS in striped effects. 


CASEMENT CLOTHS — 
ecru and peach. Fabrics 
orig. priced 1.25, 1.75, 2.00, 
2.50, 3.00, 3.50, 3.85, 4.00, 
4.50. 5.75, 8.00, 8.50 and up 
to 15.00 a yd. 


Sixth Floor. 


240 Pure Silh. 
"UNDIES" 


Specially purchased! 


I75 
-*• 
ea. 


LOT1. 


1ZO CHEMISES of pure silk crepe de 
chine—made in tailored style with lace 
trimming. Pink and peach. Sizes 34 to 
42. Very dainty! 


LOT 2. 


120 FRENCH PANTS of pure silk 
crepe de chine. Attractively tailored 
and trimmed with lace. 
Pink and 


peach. All with yoke fronts. 


Second Floor. 


Diamonds, Ring's 
and Mountings 


Sale prices! 


Mountings 


IS KARAT WHITE GOLD 
KING MOt/-NTINGS for 
single stones. 


Sale prices— 7.H, 8.M, 9.50, 
„ It.M and 12.M. 
PLATINUM RING MOUNT- 
INGS for single diamonds. 
Set with 2 to 14 diamonds. 
Sale prices — 32.M, 35.H, 
MM, 
M.M, 4Z.H, 44.M, 
45.M. 4Mt, 47.H, MM, 
S3M, 
55.W. 63.tf, «5.v3. 


72.M, 7S.M, 78.H, S7.tff 
ana 994*. 
Loose Diamonds 


FINE QUALITT. Stonet 
ranging- In size from M to 2 
carats. Offered lor a limited 
time. 
Sale prices — 48.M, S»M, 
S6.M. 73.«. 7C.M, KLM, 
]I7j«9. JJZ.W. 1S2.99. 1SS.M, 


Diamond Rings 


18 KARAT GOLD SOLI- 
TAIRE DIAMOND RINGS. 
Set with one large diamond 
and several small diamonds. 


Sale prices — M.tt, S»M, 
KM. 
8V.M, KM, 
1»5.H, 


115.M, I18.M and 12Mt. 


It KARAT GOLD SOLI- 
TAIRE DIAMOND RINGS. 


Sale prices — 2C.M, 3*.H, 
tt.tt 
47.W, 59M, 
52.H, 


SS.ti, CMt, 64.M, 
KM, 


KM MA KM. 


C27.M an* 79t.N. 


PLATINUM SOLITAIRE 
DIAMOND RINGS. Set with 
one large diamond and sev- 
eral small ones. 


Sale prices— SMt. 1*>M, 
MM. 1W.C9 and ll&M. 


First Floor. 


Plated 


Silverware 


and 


Jewelry 
Novelties 


reduced 


and 


Enameled pencils, silver plated 
jewel and cifarelte koxes, can- 
dlesticks, dorines, cigarette 
lighters, incense burners, rosar- 
ies, cuff links, beverage shakers, 
belt buckles and other miscel- 
laneous pieces. Orig, priced We 
to 2ZJ6. 


—First Floor. 


"Rubon" Mop 
Demonstration 


beginning Monday! 


A factory expert will demon- 
strate this well-known household 
helper in our Houscwares sec- 
tion. The Hubon mop is one of 
the best-selling items we have 
offered. 


See denwjistratwn! 


1.50 


1.00,, 


RUBON MOP—wedge shape— 
adjustable handle. 
RUBON rOLfSH—freaseless. 
Has many »ses. 


—FilUi Floor. 


SilK Crepe 


Sale price 
yd.-$1 


ALL SILK CREFE-ngvlariy VK a yard. 
Browns, blues, tans, orchid, grey, coral, white. 
lipstick red, rust, maroon, beige, green—and 
other shades in good assortment. Nice for 
frocks or lingerie. 


Third Floor. 


MILLER & PAINE 


NEWSPAPER! 
IF.WSPA.PFJ 
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ONE DEATH IN 
FIRE AT OMAHA 


Man I^ses Life and Twe 
('hildren Ov erco me 
By Smo ke. 


Po liceman Go es Thro ugh 
Flames to Rescue 
Small Bo y . 
OMAHA, Jan. 10—(/P>—One man 
wa.s k illed and two children were 
ov ercome by 
smok e In an 
early 
morning fire at the heme of Mrs. 
Thelma Bullock here today. 
Simon Bow.ser, 73, grandfather of 
Mrs. Bullock , died in an ambulance 
which was tak ing him to a hospital. 
He had been ov ercome by fumes. 
Jean Bullock , 7, and her brother. 
Jack , 9 , 
were the two 
ov ercome. 
Jack was rev iv ed quick ly by an in- 
halator .squad, but Jean wa.s uncon- 
.s(icu.s at a local hospital three 
hours after she had been tak en from 
the burning home. 
Charles J. Caldwell, a policeman 
on hl.s way to work , and his sou, 
Charles, jr., 19, re.scued the boy from 
the flames, but were unable to find 
Jean and Bowser until firemen ar­ 
riv ed 
' 
Seeing Jack ’s face at an upstairs 
window, Caldwell ru.shed into the , 
flame.s, made hl.s way to the boy's 
bedroom, brok e a window and hand­ 
ed him out to hi.s 
son, 
who had 
climbed to a .second .story 


SOPHIS NEBLE 
WIDELY KNOWN 


PO VERTY 
CAUSES 
OMAHA WOMAN TO 
SWALLOW 
POISON 


A. P. Photo. 
Mrs. Helen Tobin. Omaha, who 
was shot and 
k illed 
by her hus­ 
band, Dav e Tobin, dry law inv esti­ 
gator. 
He said she hindered him 
in nls work . 


MAN DISCOVERED 
PILFERING CARS 
SHOT BY OFFICER 


Omaha Edito r Had Been 
Ho no red by King 
Of Denmark. 
OMAHA, 
Jan 
10— 4^—Strick en 
Friday at his home with a third 
heart attack since Christmas day, 
Sophus Neble, sr., editor and pub­ 
lisher of the Danish Pioneer, died 
within a few minutes. 
He is sur­ 
v iv ed by his widow and four chil­ 
dren, Sophus 
Neble, 
jr., 
Omaha 
Municipal 
court 
judge; 
Eyv ind 
Neble Omaha: Mrs. Glenn Miller, 
Omaha, and Ml.sa Bev erely Neble, 
Omaha. 
Mr. Neble w» as first strick en on 
Christmas day. 
Qn adv ice of his 
physicians he prepared to go to 
Florida for the winter. 
A second 
heart attack last PUday howev er, 
forced him to defer the trip. 
Mr. Neblfe, through 
his 
news­ 
paper and hLs political activ ities as 
a member of the democratic party, 
was widely k nown throughout the 
United States and Denmark . 
At 
one time his paper, published here, 
was said to hav e the greatest cir­ 
culation in Denmark of any paper 
—foreign or nativ e. 
He secured 
p>ossession 
of 
the 
Danish Pioneer .soon after coming 
to Omaha in 1883 when he and 
another employe 
purchased 
the 
journal. 
Under 
his 
guidance it 
a position of 
- 
I 
OMAHA Jan. 10—(4’)—Alex White, 
. 
.V, « ... ............ 
porch , 
4 7^ laborer, wa.s .shot m the right hip ! 
roof. He was unable to find the 
girl | jast night by Police Detectiv e Harry | 
, 
Pfo; 
and Bowser becau.se of the thick Fielding, when White failed to heed 
” 
smok e. 
. . , command.s to halt as he fled after 
Mrs. Bullock was not injured, but 
had detected him in the 
wa.s hysterical. The hcnse was badly 
looting a park ed car. 
damaged. 
j 
as White left the car. Fielding, 
•------^ -----;----------r 
'who had watched him from acrass 
Fo rmer Ba nk ers At 
Ithe street, .started afte him. Pield- 
_ 
, , 
n f , 
ing called mwn the man to halt but 
Vesta Sued b y 
white brok e into a run. 
Fielding 
iflr.st fired at the ground, but when 
White started running again after 
Are Alleged to Hav e Made Exeei-lg^ momentary halt .the officer fired 
alv e Loans and Judgment Is 
Ask ed for Large Amount. 
(Special to The Star.) 
TECUMSEH, 
Neb.. 
Jan. 
10 — 
Charging that E. H. Johason, P. C. 
Rulla and J. C. Rulla, former opera­ 
tors of the failed Ve.sta State bank 
of Vesta, 
made 
exce.s.siv e 
loans. 
Clarence G. Bli.ss, receiv er of the 
bank and acting .secretary of the 
department of trade and commerce 
of Nebrask a, has brought suit for 
damages against the three men in 
the Johnson county District court 
lor a total of $34,.589 10, with Inter- 
e.st, Mr. Johmson is now a resident 


again, the bullet strik ing White in 
the hip. 
White .said that he had been job- 
le.'s for three months and was in 
need. He said that la.st night was 
the first time he had ev er attempted 
to loot cars. 


Regents To Elect 
At Omaha Meeting 
Honoring J. R. Webster of Omaha 
who retires as a regent of the Uni- 
v errity of Nebrask a, the board held 
lU regular meeting at the medical 
^ 
^ 
college in Omaha Saurdav . Dr. A. C. 
of Iowa and an attachr ent has been i stok es of Omaha tak es the place of 
made upon his real estate m this j^j. v Vpp.ster. who serv ed on 
the 
county. 


TWO CONFKSS TO 
OMAHA ROBBERIES 
OMAHA, 
Jan. 
lO— AV-Harold I"’" " " * ___ 
Bart IS and Elmer Williams, negroe.s, 
arre.sted here, last night confes.sed. 
police .said, of robbing a grocery 


board for twelv e years. 
Dr. Stok es is the only new mem- 
' ber. Regent Earl Cline of Lincoln 
•starts his second term, 
• 
Officer.s were to be elected at the 
I ; 
! 


In 19 25, Mr. Neble was honored 
by King Christian X, for his ‘‘con­ 
stant and splendid work through­ 
out a long period of years in the 
interests of Denmark .” 
He twice 
.serv ed as democratic presidential 
elector and serv ed one term as 
Douglas county commissioner. 
Mr. Neble was born in Stubbe- 
k obing on December 15, 1856. 
His 
father was k illed while serv ing in 
the war with Germany in 1864 and 
the family was left in want. At 14 
he became a printer’s apprentice 
and soon after mastering the trade 
mov ed to Copenhagen where for 
four years he was employed in a 
gov ernment printing office. 
It was while he was thus em- 
nloyed that he first saw a copy of 
the Danish Pioneer, then published 
in Omaha by M art Hansen. 
Im ­ 
pressed by the picture of American 
life as drawn in the paper he de­ 
cided to come to America, which 
he did in 1883. 
In a few months 
he 
obtained a position on the 
Danish Pioneer, and sev eral montlis 
later he and R. T. Prederick sen, 
another employe of the Pioneer, 
purchased it from Mr. Hansen. 


OMAHA, Jan. 10—L^PV—Mrs. Lu- 
v iTne Palmer, 26, parachute jump­ 
er late yesterday ended her life by 
drink ing poison. She died as 
she 
was being tak en from her apart­ 
ment to a hospital. 
Mrs. Palmer ended her life 
be­ 
cause of despondency, her husband 
told police. He had been out 
of 
work for some time, he said, 
and 
they had little 
money for 
food. 
Yesterday, he said, they were ord­ 
ered to v acate their home. 
After drink ing the poison, Mrs. 
Palmer walk ed from the bathroom 
to the liv ing room to bid him good­ 
bye. Palmer said. 
She took up parachute jumping in 
19 28 and made her first jump 
at 
Casey, la. She landed safely, de­ 
spite a minor accident to the chute, 
but two day’s later brok e an ank le 
in a fall down stairs. 
GEORGE SUFFERS 
SERIOUS BURNS 


Faints W h i l e Carry ing 
Ho t Ashes in Bro ken 
Bo w Ho me. 
BROKEN BOW. Neb., Jan. 10— 
(/P)—L. D. George of Brok en Bow 
was burned seriously at his home 
here today. He fainted while car­ 
rying a bask et of hot ashes up the 
basement stairs. The ashes fell on 
him and ignited his clothing. When 
he regained consciousness he a t­ 
tempted to extinguish the fire by 
getting into bed. 
The bedding caught fire and a 
roomer in the home who came to 
his rescue, extinguished the blaze 
and summoned a physician. 
George was tak en to a hospital 
for treatm ent of burns on his fore­ 
arms and hips. 
His wife is v isiting relativ es In 
Omaha. 


HOAGUND GETS 
LONG JAIL TERM 


Ninety Day s fo r Driv ing 
Car While Into x i­ 
cated; Appeals. 
OMAHA, 
Jan. 
10— 
William 
Hoagland, 24, son of a wealthy Om- ^ 
aha lumber dealer, was sentenced 
to ninety days in jail in Police 
court 
here 
today 
by 
Municipal 
Judge Lester Palmer on a charge 
of driv ing an automobile while un­ 
der the influence of liquor. 
His 
driv er’s license was suspended fM’ 
one year. 
.The sentence was immediately 
apealed 
by 
Hoagland’s 
attorney 
after he had pleaded not guilty. 
Hoagland was arrested early yes­ 
terday after two escapades which, 
police said, he climaxed by bran­ 
dishing a rev olv er and threatening 
the crew of a street car after its 
members had requested him to re­ 
mov e 
his 
automobile 
from 
the 
track s. 
The operator of a south 
side soft dring dispensary told po­ 
lice that Hoagland had “shot up” 
his place earlier in the morning. 
Arrested 
twice 
prev iously 
on 
similar charges a year ago, Hoag­ 
land receiv ed a 15-day jail sentence, 
which was later shortened, and a 
stiff fine. 
“I feel that I am doing my duty 
to the public by giv ing you ninety 
days m Jail," Judge Palmer said 
in announcing sentence. “It wouk i 
do no good to fine you. Your father 
is a millionaire and any fine 1 
could lev y wouldn’t mean anything. 


Oma ha Wo ma n Injured 
When Auto s Co llid e 


SHARP SENTENCED 
FORGERY CHARGE 


McMl’LLFN IMPROVES. 
(Si)ecial to The Star.> 
BEATRICE, Neb., Jun. 10—Former : v e.sterdav to a forcerv ehRrt?p 
nnrl 
store here .•^ev » ul nights ago. They oov ernor Adam McMullen, who has Va.s sentenced to one v ear in the 
al.so 
confe.'tf'cd. 
police 
.said, 
to j been ill at hi.s home here the past I state penitentiary 
Sham was re- 
.. .. 
............ 
.--------Sav annah, Mo. 


FREMONT, Neb., Jan. 10—(JF)— 
Harry Sharp, former North Bend 
harne.s.s mak er, pleaded guilty be- 
1 fore Di.strict Judge Fred Spear here refereed a ba.sk etball game. None 


Coupe Ov erturns On Highway Near 
Falls City and Miss Doris 
Flynn Is Badly Hurt. 
FALLS CITY. Neb., Jan. 10—(A>) 
—Mi.ss Doris Flynn of Omaha, 23, 
today was in a ho.spital here with 
a brok en rib and sev ere lacerations 
on her head, which were suffered 
shortly before midnight in an au­ 
tomobile accident. Her coupe col­ 
lided with the automobile of Pat 
Mcl^ahon 
and the coupe ov er­ 
turned. 
McMahon’s 
car 
was 
damaged 
badly. 
McMahon, with sev eral Sacred 
Heart ba.sk etball players, was re­ 
turning 
from 
Stella, 
where 
he 


WILLIAMS RITES 
HELD AT AURORA 


(Special to The Star.) 
AURORA. Neb., Jan. 10—The fu­ 
neral of Thomas E. Williams, for­ 
mer state tax commissioner, took 
place at h is home in Aurora Fri­ 
day afternoon. The attendance was 
large, many people being present 
from outside of Hamilton county. 
Beautiful 
flowers 
were 
receiv ed 
from friends in other parts of the 
state. The .serv ice at the house 
was in charge of Rev . James B. 
Brown and Rev . B. B. Baird. At 
the grav e the Masonic lodge of Au­ 
rora was in charge. 


break ing a window in a jewelry week from a threatened attack 
of 
store here two months ago and pneumonia, i.s improv ing. He 
was 
stealing rings v alued at $1,000 . 
( hrst tak en down with influenza. 
Today 


By ARTHUR BRISBANE 


Big Co untry. Big Wo nd ers 


Meet Ano ther Octo p us 


Rea l fo r Him. He's Dea d 


I ’ll Ma k e Yo u Lo ve Me 


Nature and prov idence made this 
country on a big scale. Some of the 
biggest things are still unk nown to 
a majority of us. Pik e’s Peak , the 
Ml.s.sisslppi, Niagara Falls and tlie oil 
deposits we all k now. But few k now 
about Uio gigantic limestone cav ­ 
erns of Carl.sbad in New Mexico. An 
i they were offered at that price. He 
inv itation to see the cav erns ircm | tried the exprim ent and the public 


really {Kissible to buy the best secur­ 
ities at the ridiculous prices of to­ 
day. Then it will be too late.” 


Once In London a man wagered 
that the public would not buy real 
gold sov ereigns for .sixpence each if 
they were offered at tna 


N. B. HAGSETT FUNERAL. 
(Special to The Star.i 
RIVERTON: Neb., Jan. 10 — The 
funeral serv ices in charge of Rev . 
J. M. Dlcye, of Red Cloud were held 
; at Riv erton Thursday for Norwood 
; B. Hagsett. 74, who died at his home 
1 Sunday following an extended ill- 
I nes.s. Mr. Hag.v ett mov ed here about 


I a year ago after retiring from ac- 
! tiv e farm life. He was married at 
Humboldt. Kas., in 1877 and spent 
his early married life in Iowa and 
eastern Nebra.sk a. In 19 02 the fam­ 
ily mov ed to Chase county, where 
he made his heme until mov ing to 
Riv erton. Surv iv ing him are sev en 
children. Interment was made at 
Nebrask a City. 


________________________ 
P _ 
1‘re.sldcni Paul Shoup of tlie South- refused to buy. 
America is doing 
ern Pacillc railroad giv es this m- that now. 
for mat ion 
i 
“You can put the national eupitol 
There is a p 
into the biggest ra\e, so far di.scov - etitUled ‘ to h 


JARMIN FUNERAL SUNDAY. 
(Special to The Star.i 
FREMONT. Neb , Jan. 10—Funeral 
serv ices for I i rry 
Jarmln, 
who.se 
death occurred m Toi)ek a, Ka.s.. will 
uzzle in Wa.shlngton, be held at the Bader funeral home, 
» ear or not to hear Fremont, Sun aj at 3 p. m. under 


of the occupants of his car was 
injured. 


OFFICER CLAIMS 
HOLDUP ATTEMPT 
IMAGINARY ONLY 
PLATTSMOUTH, Jan. 10— 
The “attempted holdup” of a Ne­ 
brask a City couple as reported by 
the couple on January 3 was the 
result of fear on the part of the 
couple when ^ machine, ditched a 
.short time before, nulled out (» into 
the road in front of them. Sheriff 
Reed renorts. 
Two Omaha boys, Arnold Gasa- 
way and Verne Timmons, arrested 
in the inv estigation following the 
report, hav e been turned ov er to 
Omaha police while the ownership 
of the car they w’ere driv ing is 
probed. Sheriff Reed says. 


CUSTARD DESSERTS 
Will BAKE BETTER 
IN SMAll DISHES 


Co ffee is Also Better When 
Ro asted in Small Lo ts — 
Hills Bro s.’ Metho d 


ered, ana tiien hav e a zepptdin iiall the Wk k er.sham report. ’ 
auspices of the Ma.sonlc lodge and 
©v er ii, wiiliout touching the roof.” 
Congres.H would lik e to k now what |the Spi-nish War Veterans. Jarmln, 
Get v c-ur new car, drhe out to see 
Wlck ersham 
and his 
friends | who was reared in Fremont, had re- 
that cav e, see other wonders in New hav e to .say about iHclilbition after sided here most of his life, but a 
Mexico and driv e on to the Pacific such long sitting. When a hen has |few years ago mov ed 
to 
Grand 
coast and see the biggest thing of been on her nest for 21 days you Island. As a trav eling salesman he 
©II. the Pacific ocean. 


"octopus 
new 


ex{)ect to hear a chick en peep. 
On the other Iwnd. the Interests 
coming. ■ that are our real gov ernment, don’t 


had a wide acquaintance In eastern 
Nebrask a. 


The Intercollegiate A. A. A. A. in- 
JMes.sis. Eaton of the Republic Stetl, want an extra .ses.sion of congress. 
Campbell of the Younptown com -: jn their cplnton the safe.st congre.ss- door track champlon.shit» will be 
l>any, and Grace of Bethlehem oti’fl man is one at home, far from Wash- I staged March 7 at the 102nd Engin- 
are in New York planning a two bii- ■ ingtoii. 
i eers armory, New York . 
lion dollar steel merger. 
Once uixjn a time that 
would 
hav e .set all the muck rak ers to rak ­ 
ing v iolently. 
And the Supreme 
court would hav e sal^: “You must 
not do It, you are growing big.” 
But we hav e i>assed that 
stage, 
and hav e tak en for our motto “'A e 
Bigger the Better. ” 


Many that read this call the un­ 
employment 
prcblem 
“a 
pa.ssmg 
thing," not loo serious. It was quite 
» erlous for Harry Druck er, Hungar­ 
ian shoemak er, who came to this 
country niter the world wag, found 
a job lepuirlng shoe.n, then ojpened 
a little store and married. Twins 


Th» 'y fear the Wlck ersham report, 
for it may stir up que.stions that 
will force an extra .se.s.« !ion. 
What would you do in that puz­ 
zling affair? 


ANNOUNCE MARRIAGE. 
(Siv ecial to The Star.* 
BEATRICE. Neb., Jan. 10—An­ 
nouncement has been receiv ed here 
of the marriage of Clyde Sailing and i tually lack ing in control. 


The « mailer the dish, the more 
sv enly and quick ly the ov en heat 
:an penetrate to the center of the 
custard. 
Such results cannot be 
counted upon when large bak ing 
iishes are used. 
Applying this principle to roast­ 
ing their fine blend of coffee. Hills 
Bros, found the way to dev elop uni­ 
form flav or in ev ery ounce. A con­ 
stant stream of green coffee is 
introduced into the roaster in auto­ 
matically measured lots of about 
three pounds, and passes through 
in a steady flow, roasting a little 
at a time. There is accurate con­ 
trol of both the flow of coffee and 
.he tem perature. 
This process, patented by Hills 
Bros.—C ontrolled R oasting—de­ 
v elops a delicious uniform flav or no 
ather coffee has. 
The ordinary 
method—roasting in bulk —is v ir- 


Mi,s.s Marjorie Hill both of Odell, 
which occurred at Wamego, Kans. 
They will mak e their home on 
a 
farm near Odell. 
Both are high 
school graduates. 


DILLER COUPLE WEDS. 
(Special to The Star.) 
BEATRICE. Neb.. Jan. 10—Her­ 
man Stahl and Miss Norma Harv ey, 
both of 
Diller, were 
married at 
Marysv ille. Kas., earlier In the week . 
They hav e returned and will mak e 
their home on a farm near Diller. 


Grocers ev erywhere sell Hills 
Bros. Coffee in the v acuum can that 
k eeps it ev er-fresh. 
Air, which 
destroys the flav or of coffee, is re­ 
mov ed from this can and k ept out. 
Coffee pack ed in ordinary cans, 
ev en if air-tig^t, does not stay 
fresh. Ask for Hills Bros. Coffee 
by name and look for the A rab— 
the trade-m ark —on the can. 
Hills Bros. Coffee, Inc., Kansat 
City, Missouri. 
ciosi 


i 
The price of bar silv er droj» again. 


I Ev en 
the 
v ery 
“best” 
financial 
I mind.s, that worshl{>ed the 
gold 
standard, as fire worshipers did the 
sun. begin to admit that silv er, pale 
financial moon, reçiuires attention. 
Destroying the v alue of .silv er has 
itroyed the buying po' 
OOO.OOi) people, half the population 
of Uie globe, including all in China 
and Indie 
When you Impov erl.sh 800,000,09 0 
were born, ev erything was prouus- t of your customers, you do net help 
^ 
^ 
, 
business. 
Nv w ihe twin.s are near death, in , 
_____ 
a ho.spital '» here the father who 
Sixty thousand cattle are slowly- 
attempu*d to k ill them is 
dying. 
| cros.^mg the Australian continent. 
The mother is dead, k illed by her 
i once in six years heav y rail« fall 
husband. 
Hard times clo.sed 
the 
j,i |be interior. Water holes are 


To o nerv ille Fo lks 


store. wt» rk could not be found. He, 
hi.s Wife and the twins starv ed more 
or les» for sev en months, now it is 
0\er. 
No “theory ’ abnit that. 


HU'Aia 1' modern Gigantic agri­ 
cultural maclnnerv “combine.s ” such 
as few American farmers hav e ev er 
seen, traxel 50 or 100 miles in 
a j 
such a trip usually tak es about 
straight line acre*» Immense wheat j two years and the “trek ” is more 
fields. 5^hat the Russians do, 
is 
f merciful than in the old Nomadic 
done on a gigantic scale. Now they | days. 
are spending $45.000,000 on a pow- 
Tartars drov e their cattle 
from 
bruadcasUng 
wireless 
plan, on« pasture to another and on the 
Tliey wil broadcast their tlieones « ay cut meat from liv ing animals. 


filled, th** ground Ls cov ered with 
gru.ss, as is the Mojav e de.scrt 
in 
California, when rain falls there. 
Tills Is a rainy year and experi­ 
enced white herdsmen, with abor­ 
iginal blaik s as “fielders" are slow- i 
ly driv ing the 
great 
herds south 
from ncrthern Australia, 


on gov ernment, and the sins 
of 
ate what they wanted, and drov e 
capLAlLsin 
and whether you lik e ! them on as long as they could go. 
1 
.!*? •. 
theories will ojme 'niere is improv ement. 
" 
•-* 
tCopyrifht, l» JO, Km » F eaturet Syndicat« , 
Ine 1 
rattling into your radio. 
mitng It) 
Mak ing {» eople listen, of 
course i 
Will be another thing But some will 
listen. e.spettally in the.se tunes. 
i 


The effort of Staltn to mak e you 
Ik e his 
theories 
reminds you of 
Frederick the Great’» father, chas- 
ng lutie boy» into a corner, and 
yeating them sev erely, saying “I’U « 
hiak e you lov e me. " 
I 


Monev is still lent In Wall » treet | 
*‘o i\ «.all** at 1 tier cent. Two years 
a» :i. nuhoJy would hav e dreamed of 
lucit cheap money 
j 
A few \ear^ 
heme 
manv 
will 
©ondt r why they did not tak e ad- 
k ania e of It. 
(nto H, Kahn, who reallv under- 
Hands finance, » aid last Wednea- 
Two years from now imk ing 
Mck . you wiu not believ e that it waa < 


Basketball Tonight 
NEBRASKA 
v s 
M ISSOURI 
» » 
50c 


January Sale! 


C 
ONTINUING the clearance o f seaso nal sto cks 
and o ther timely o ffers. 
All—v ery ex cep­ 
tio nal v alue! 


Wo men*s 
Lineci 
G lo v es 


Ev ery pair a bargain! 


REG. 1.50 GLOVES. Fleece lined. 
Sale 
^ m m 
price— 
REG. 2.50 GLOVES. Fleece lined. 
prte- 
1.9 5 
REG. 4.00 GLOVES. Wool lined. 
pA'c'p- 
3.25 
REG. 6.00 AND 6.50 GLOVES. 
Fur lined. 
a m m 
Sale price— 
Other lot» of lined glov e« also 
reduced for clearance! 
First Floor. 


One Lo t— 
Wo men’s Hats 


V2 
last reduced prices 


A N as.sortment of 
W H I T E 
^ 
FELT HATS, one of which 
you will lik e to hav e this spring 
and summer. Also green» , » ana 
color, and red« . 
A few’ solells, 
v elv ets, 
suedes, 
metallics 
and 
antelopes. 
Both brimmed and 
off-the-face modes. 
Orig. 5.0 0 to 2 5.0 0 


Fourth Floor. 
Wo men’s Sho es 


—in two lo w-priced gro ups! 


LOT 1 . 
Sho es fo r which y o u o rdinarily pay 
1 0 .0 0 to 1 4 .50 . The majo rity are bro wn and sizes 
and mo re. Pumps, ties and strap slippers. 
Also 'black and a fair range o f sizes 
to 6 . •. Sho es o f fine leathers. 
Sale 
price pr.— 


tji 


§ 
5 0 


LOT 2 . Sho es o riginally 
priced 7 .50 
to 
1 2 .0 0 , 
Wearers o f sizes 4 to 6 
4%ill find a go o d asso rt­ 
ment fo r selectio n but 
there 
are 
also 
smart 
mo dels in o ther sizes. 
Black and bro wn. Strap 
slippers, ties and pumps. Kids, reptiles, 
suedes, calfskins and patent leathers. 
Sale price pr.— 
500 


Second Floor. 


Peq uo t a nd 
Stra thmo re 
Sheets and 
Cases 


Sa le p rices! 


PLAIN 
81x108 in. 
81x9 9 
in. 
72x108 In. 
72x9 9 
in. 
63x108 in. 
63x9 9 
In. 


SHEETS 
« heets, 1.60 
sheets, 1.40 
sheets, 1.40 
sheets, 1.30 
sheets, 1.30 
sheets, 1.20 
HEMSTITCHED SHEETS 
81x108 in, sheets, 1.80 
81x9 9 
in. sheets, 1.65 
81x108 in. .sheets, 1.65 
72x9 9 
in. sheets. 1.50 
63x108 In. sheets, 1.50 
63x9 9 
In. sheets, 1.40 
PLAIN CASES 
42x36 in. causes, 32 ' 
30 
45x36 in. cases, 35c 
HEMSTITCHED CASES 
42x36 In. ca.se« , 42'iO 
45x36 in. cases, 45c 
—Third Floor 


Drapery 
F abrio s 


p rices 


BROCADES—Chinese red, 
black and go ld; also green 
and blue in sho rt lehgths. 
RAYON 
TAFFETAS 
in 
plain co lo rs. SILK TAF­ 
FETAS in striped effects. 


CASEMENT 
CLOTHS — 
ecru and peach. 
Fabrics 
o rig. priced 1 .2 5, 1 .7 5, 2 .0 0 , 
2 .50 , 3 .0 0 , .3 .50 , 3 .85, 4 .0 0 , 
4 .50 , 5.7 5, 8.0 0 , 8.50 and up 
to 1 5.0 0 a y d. 


sixth Floor. 


2 4 0 Pure SilK 
“ U N D IES” 


Sp ecia lly p urcha sed ! 
1 7 5 


LOT 1. 
ca. 


120 CHEMISES of pure allk ercpe d« 
chin» —made in tailored style with lace 
trimming. Pink and peach. Sizes 34 to 
42. Very dainty! 


LOT 2 . 


130 FRENCH PANTS of pure silk 
crepe de chine. 
Attractiv ely tailored 
and trimmed with lace. 
Pink and 
peach. All with yok e fronts. 


Recond Floor. 


D i a m o n d s , R in g s 
a n d M o u n tin g s 


Sale prices! 


Mo untings 
18 KARAT WHITE GOLD 
K I N G MOUNTINGS f o r 
single stones. 
Sale prices—7.00, $.00, 9 .50, 
^ 10.00 and 12.00. 
PLATINUM RING MOUNT­ 
INGS for single diamonds. 
Set with 2 to 14 diamonds. 
Sale prices — 32.00, 35.00, 
38.00, 
40.00, 
42.00, 
44.00. 
45.00, 46.00. 47.00. 
50.00. 
53.00, 55.00. 63.00. 
65.(70. 
72.00, 7.5.00, 78.00, 
87.00, 
ana 9 8.00. 
Lo o se Diamo nds 
HNE QUALITY. S t o n e s 
ranging in size from *4 to 2 
carats. Offered for a limited 
time. 
Sale prices — 48.00, 50.00, 
56.00, 73.00. 76.00, 
83.00, 
117.00, 132.00, 152.00, L55.00. 
158.00, 407.00, 461.00,561.00. 
627.00 and 79 0.00. 


Diamo nd Rings 
18 KARAT GOLD SOLI- 
TAIRE DIAMOND RINGS. 
Set with one large diamond 
and sev eral small diamonds. 
Sale prices — 48.00, 50.00, 
55.00, 80.00, 85.00, 105.00, 
115.00, 118.00 and 120.00. 


1$ RABAT GOLD SOLI­ 
TAIRE DIAMOND RINGS. 
Sale prices — 26.00, S^.OO, 
46 00 
47.00, 
50.00. 
52.00, 
55.00, 
6 0.0 0, 
64.00, 
6 5.0 0, 
7240 and 85.00. 
P L AT I N US I 
SO LITAIRE 
dia m ond RINGS. Set with 
one large diamond and sev ­ 
eral » mall ones. 
Sale price« — 9 8.00, 100.00, 
105.00, 108.00 and 118.00. 


First Plof^. 


Plated 
Silv erware 


a nd 
J ew elry 
No v elties 


red uced 


1 /2 a nd 1 /2 


Enameled pencils, silv er plated 
Jewel and cigarette bozes, can­ 
dlestick s. dorines, c i g a r e t t e 
lighters, incense burners, ro.sar- 
ie« , cuff link s, bev erage shak ers, 
belt buck les and other mlscel- 
laneou.» pieces, Orig. priced 35e 
to 22.50. 


—First Floor. 


“ Rubo n” Mo p 
Demo nstratio n 
b eg inning Mo nd a y! 


A factory expert will demon­ 
strate this well-k nown household 
helper in our Housewares sec­ 
tion. Tlie Rubon mop is one of 
the best-selling items we hav e 
offered. 


S e e d e m o n stra tio n ! 


RUBON MOP—wedge sha pe - 
adjustable handle. 
RUBON POLIHU—greaseless. 
Has many uses. 
1.S0 
1.0 0qt. 
—Fifth Floor. 


Silh. 


Sale price 
y d.— 


$1 


a l l s il k CREPE—regularly 1J5 a yard. 
Browns, blues, tans, orchid, grey, coral, white, 
lipstick red, rust, maroon, beige, green—and 
other shade» in good assortment. 
Nice for 
frock s or lingerie. 
Third Floor. 


M il l e r ô'P à i n b 
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MAIL SUBSCHirriON MATES 


(Within Hebraika. Northern Kaniu and Eastern Colorado) 


Six 
Thrti On* 


Yf»r 
Mo?. 
Mos. 
Mo 


Dairy Without Sunday 
............. 
400 
225 
125 
50e 


Oally With Sunday 
.................. 
« 00 
325 
1.75 
65c 


Bunday Cnly 
..................... 
2 SO 
160 
1.00 
3ac 


(For poln'B cutsld 
Nebraska. Nortnem Kansas and 


Eastern Colorado,) 
* 
Sis 
Thre» One 


Year 
Mos. 
Mos. 
Mo. 


Dally Without Sunday 
............... 
700 
375 
200 
75f 


Dally With Sunday 
.................. 
900 
475 
250 
90s 


Sunday Oniy 
........................ 
«•<"> 
1.25 
I.« 


BY CAKRIEB 


60r 


Dally »nd Sundav. per month 
..W* 
In ordering change of addreis always «lv* old M well as 


tew address. 


(All mall subscription! payable to advance) 


PHONE—ALL DEPARTMENTS—B1284 


The Associated Prev Is exclusively entitled to the use for 


republlratlon of all ne*s dispatche- credited to It or not 
otherwise credited to this paper, and also the local news nub- 


"StAn mhts"",,! replication of special dispatches herein are 


sr will not 
knowingly publish any misleading 


Jraudultnt or questionable advertising or any advertising re- 
flecting upon any race or treed. 
^^^_^_^_^ 


WORTH SAVING. 


From Washington comes word the 
thirty 
years 


battle of the dairy industry to protect itself from 
the competition of the more cheaply manufactured 
butter substitutes has broken out again with re- 
newed vigor. 


Resumption of the conflict is the result of a rul- 


ing by the office of the commissioner of internal 
revenue permitting the manufacturers of substitutes 
to use palm oil, imparting to their products the na- 
tural color of real butter. Farm representatives 
claim that the effect of the bureau's ruling is to nuli- 
fy all of the legislation enacted in recent years to 
protect the butter producer. Since the ruling, they 
say, the price of butterfat has been depressed 7 cents 
a pound, exacting a toll from the owner of every 
dairy herd in America. 


The dairy farmer in the United States has suffered 


enough from the competition of the coconut cow. It 
•was the increasing use of substitutes which as early 
as June of 1929 precipitated a crisis in the dairy in- 
dustry, and brought a drop of 14 cents a pound in the 
price of butterfat. But late in the year the huge 
stocks held in warehouses had been reduced until 
butterfat prices began to pick up, offering encourage- 
ment and hope to the farmer. Now there has been 
a fresh slump due to the ruling which allows the 
manufacturers of substitutes to use palm oil, which 
imparts the color of real butter to the substitute. 
And through the use of palm oil, the manufacturer 
escapes paying a tax of 10 cents a pound on substi- 
tutes artificially colored, and instead is compelled to 
remit only a fourth of a cent a pound. 


* * * 


Dairying is the largest source of income of all 


farming activities. It is an industry which enriches 
the American farmer more than a billion dollars a 
year. More than that, it stabilizes his income and 
supplies him with cash throughout the twelve months 
of the year. It is worth protecting, and worth saving. 
Without the dairy income hundreds of thousands of 
farmers would have found it impossible to *retain 
their homes and their farms. 


In Nebraska, third in the nation in butter produc- 


tion, the products of the dairy add more wealth to 
the farm than all of the wheat and oats produced. 
Nebraska is the second largest wheat-producing state 
in the union. Only one grain crop—corn—adds more 
to farm wealth in Nebraska than dairying. Wiscon- 
sin and Minnesota are even more vitally concerned 
while Iowa is not far behind 
* 


During Mr. Hoover's special congressional session 


which was to be devoted to the farm problem, a bit- 
ter fight was made to place copra, the dried coconut 
from which coconut oil is made, on the dutiable list. 
That the 
effort 
ended in a failure reflects how 


strongly entrenched the manufacturers of substitutes 
are. At the time, though, it was claimed the tax of 
10 cents a pound on artificially colored butter, would 
provide the necessary protection. A bureau ruling 
has cut the foundations from under the dairy In- 
dustry. It violates the clear intent of congress, and 
is a breach of faith of the promise made in lieu of 
acceding to the demands of farm loaders that a tariff 
be placed upon copra. Now it is time something shall 
be done about it. There is apparently only one reme- 
dy and that is tariffs upon the vegetable oils im- 
ported in huge quantities from the South Sea Islands 
and from the Philippines duty free.- 


• * • 


The country should realize one of the last remain- 


ing supports of agriculture is seriously menaced. The 


farmer depends upon his dairy herd more than lie 
does upon his wheat field, his oat crop, or his corn 
production. His cream checks buy the food for him 
and his family, their clothing, and in innumerable 
instances aid in paying interest charges and taxes 
upon his land. Take a profitable dairy herd from 
him and he has nothing left. 


Figures covering the last fiscal year indicate more 


than 500,000,000 pounds of vegetable oils were im- 
ported into the United States, the great bulk of 
which went into the manufacture of butter substi- 
tutes. There is a thriving coconut industry 
in 


Jamaica, in the Philippines, and in a score of South 
Sea Islands. The trees come to bearing quickly, are 
long lived, and grow with little or no effort in the 
tropical countries. The coolie labor which tends 
them, and prepares the copra works for a few cents 
a week. The land upon which the trees are grown 
is cheap. Slowly but surely the coconut cow is ex- 
terminating'the noble animals which comprise the 
dairy herds of American farms. 


The farmer will come to know more trying days 


unless this ruling is rescinded. 


DOUBLE TAXATION. 


Missouri is now getting its second dose of income 


tax medicine. A few years ago it adopted that form 
of taxation to "relieve" the people. The system has 
done that very thing—it has relieved them of a lot 
more money than thsy used to pay for the support„ 
of the state government. But it hasn't done away 
with the taxes on physical property. Farmers and 
home owners still pay regular annual levies on their 
houses, lands, household goods, livestock, and every 
kind of goods, just as, they did before. And in addi- 
tion the state soaks its citizens for an income tax. • 


In his message to the Missouri legislature the other 


day, Governor Caulfield proposed the doubling of the 
income tax so as to bring in $4,000,000 a year more 
to the treasury. His recommendation was based on 
the report of a "survey commission" which had sug- 
gested additional taxation amounting to $192,000,000 
in the next ten years. That was going it a little too 
strong for the governor to approve in its entirety, but 
he did advise an increase in income tax rates to car- 
ry out part of the program. 


And there you are. It is working exactly the same 


way In Missouri that it has in Wisconsin and other 
states. First, an income tax law is enacted on the 
pretense that it will be used to lower other taxes. 
Next, the politicians who control the legislature and 
the state government, finding there is more money 
to spend, proceed to devise new ways for getting rid 
of it. 
Interests outside the legislature exert in- 


creased pressure for appropriations. 


Ultimately it transpires tliat expenditures of the 


state are vastly increased, and then it becomes neces- 
sary to provide still more money. So the politicians 
decree that income taxpayers shall contribute more. 
Meanwhile, those who own lands, buildings, cattle, 
mercantile stocks, factories, and other kinds of tangi- 
ble property continue to pay as they did before. No- 
body has gained anything except the politicians and 
their friends for whom good jobs have been provided 
at the public crib. 


And who pays the income tax? Is it the business 


corporations 
operating 
industrial 
establishments, 


stores, hotels, theaters, gas and electric light com- 
panies, and other enterprises which *ell their goods 
and service to the people? Is it the landlords who 
draw their living from property rentals? 


Hardly. They may pay the tax in the first in- 


stance, but they turn right around and collect it back; 
from their customers and tenants, in the form of 
higher prices and rents. So, the common man and 
woman, whether-living in town or on the farm, has 
to bear the burden of the increased taxes. 


Politicians holding state and county offices, it is to 


be remembered, pay no income tax to the federal 
government,- and presumably they would be exempt 
also under a state law. Perhaps that Is one of the 
main reasons why some of them are so keen for an 
income tax. 


The governor of Nebraska gets a salary of $7,500 a 


year, plus a fine furnished house to live in rent free, 
and he doesn't have to whack up a cent of his pay 
to Uncle Sam. But a humble citizen, if unmarried, 
who draws as much as $1,500 In some private 
jot 


must contribute a part of his pay to the federal treas- 
ury. Is that "equality before the law"? 


There are some members of the Nebraska legisla- 


ture so guileless as to think they may be doing the 
taxpayers a service by passing an income tax law. If 
the experience of other states means anything to 
them they -will go slow on that project. 


QUESTION. 


Lincoln. Neb. 


What does it mean to have "the 


mind of Christ?" This phrase is fre- 
quently used by preachers, but I 
have never seen its definition in 
print. 


ANSWER. 


Its essential significance is that 


we have to realize in our own actual 
experience what Christ can dp for 
all men because He has done it for 
us personally. We are apt to place 
the emphasis on what we can do 
for Him instead of what He can do 
for us. This blunder has made the 
living of the Christian lif- need- 
lessly difficult for millions of hon- 
est and sincere peo le. 
The prevailing view today is that 


we should help our fellow men in 
this world, and not be too much 
concerned about the next. Yet even 
a casual knowledge of the New 
Testament, which reveals "the mind 
of Christ," shows that while such 
humanitarian help is good in it- 
self, it is not'good enough. What 
is called practical Christianity must 
be rooted in changeless convictions 
about Christ if it is to endure. 


Again, the life to come has a 


large place in His teaching and 
ministry. If we are to inherit their 
fuller values we must empty our- 
selves of all sufficiency, pride and 
arrogance. Did not He lay aside 
His divine prerogatives in order 
that He might succor us? Count- 
less well disposed people move on 
their own center and that neces- 
sarily determines a circumscribed 
and limited area. But the Chris- 
tian wholly devoted to Christ lives 
and moves and has his being in 
Him. 
Freedom from self-assertion, 


boasting, prejudice and every other 
[imitation exists in us when we pos- 
sess in this sense "the mind which 
was in Christ 
Jesus." Read the 


context of the passage in St. Paul's 
letter to the Philippians, 2:1-10, for 
light on your particular difficulty. 
* * * 


QUESTION. 


Newark, N. J. 


In your opinion can a fatalist 


consistently believe in the efficacy 
of prayer? 


ANSWER. 


Everything- depends on the kind 


of fatalist in question. 
The term 


has numerous meanings. It can be 
used in the Oriental sense or sub- 
mission to an unavoidable destiny, 
or in the sense of "what is called 
naturalistic determination, or in the 
theological sense, as defined by 
orthodox Calvinism.. It would seem 
that a perfectly consistent fatalist 
does not prav. since, If everything 
is predetermined, prayer makes no 
difference. On the other hand, he 
might pray because he believes he 
Is fated to pray, and also that the 
answer is decreed in advance. 


There is, however, a determinism 


which accepts a Personal God as 
the final reality ,and His will, as 


Senator Wheeler said Mr. Hoover's refusal to re- 


turn power commission appointees to the senate tor 
reconsideration of confirmation would indicate the 
president was under the domination of powerful in- 
terests. What Mr. Hoover said has not been record- 
ded by the press. 


Perphaps it was a genuine belief that 1931 meant 


improved conditions -which cheered the tired business 
man and then again he may have had advance in- 
formation on feminine spring styles. 


TAMORA SCENE 


OF BAD BLAZE 


SPANISH WAR VETS 


INSTALL OFFICERS 
Camp 
William 
Lewis, 
United 


Spanish War veterans, and the 
ladies auxiliary, installed officers 


Grocery and Drug Store Friday night at Walsh hall, 141 


-r» 
j i-k 
T\ • 
South Twelfth street. For the camp 
Burned During Fn- 
- - - 
. _ . . . . 


day Night. 


(Special to The Star.) 


TAMORA. Neb.. Jan. 10—Fire late 
Friday night completely destroyed 
the grocery store of Arthur Bartles 
and the drug store of H. E. Scibcrt. 
The origin of the blase, which was 
discovered shortly after midnight. 


known to have started in the 
grocery. 
The chemical truck was called 
from Seward. but in spite of all ef- 
forts the two buildings and their 
contents burned. 


A section of 100-pair cable of the 
Lincoln Telephone & Tcletrraph 
company was destroyed and repair 
men came from Lincoln at on re. 
Complete service was restored bv 
noon today. 


Judge George A. Eberly is the com- 
mander of the camp, and William 
Patterson, senior vice commander. 
Edwin Morrison is junior vice com- 
mander: John Brady, chaplain: 
James Baker, officer of the 
day: 
Gustav Johnson, officer 
of 
the 
guard: and Otto Meier, historian. 
Carl Anderson, state commander of 
Omaha, was the installing officer. 
He was assisted by J. D. Baker and 


. W. Sinccbaueh of Lincoln. 
The installation followed a spe- 
cial meeting, at which the election 
early in December, was protested. 


SUBSCRIPTIONS TO 
VINE CHURCH OVER 


BUDGET FOR 1931 


SAYS ANDREWS 


STORY UNTRUE! 


Father of Merle Sizer 


Says Investigation 


Already Made. 


CEDAR RAPIDS, la., Jan. 10—W) 


—W. R. Sizer, father of Myrl Sizer. 
said -when a press dispatch was read 
to him that he had had the story 
of Walter A. Andrew investigated 
at the time it was made public two 
years ago and found it 
to be 
groundless. 


Sizer said he sent his son Harry 
to Wayne then and that he found 
the woman with Andrew at 
the 


time he stole an automobile in es- 
caping after a i»l! break was Mrs. 
Andrew and that she drove the car 
to Kansas City. 


The son reported that so far as 


he had been able to learn there had 
been neither murder nor suicide at 
or near CarrolJ, Neb. nt the time 
the convict said Miss Sizer 
killed 


herself. 
Sizer expressed ttie oon- 


New Superior Hotel 


Appreciation Banquet 


At the annual business meeting 


j of the Vine Congregational church | vlctlon that Andrew told the story 


two years ago with the hope of be- 
ing seni back to Nebraska that he 
micht again escape. 


Whether he believed his daughter 
was dead or alive. Sizer would not 


i Friday evening the board of trustees 
| reported to the two hundred and 
sixty members present that the bud- 


i get for 1931 had been subscribed 


Wrrclors are Hosts in Citizens of'"*11" $7° in excess of the required 


City Who Contributed 


ITirrchasc of the Site. 


SUPERIOR, Neb.. Jan 
Directors of the new 
here, were hosts 


to 
amount, according to Rev. Ervine D. 
I dA44l_'44Ai 
Jingles, 
For J 
~} ber of 
croup 


pastor. 


of trustees the 
Prof. G. D. Swesey 
»*Sr.t «'.pKauSTbai^T- I"* trartcertilp in ?e church, wlj. 
. 
. 
-. 
*;* - 
-^^.^ 
- 
T3*» r>« •«•«= -^w.^»e>.«r,¥ ftri w^+V j» T3-;Vil« *VT, 
given by them in honor of 150 rr?.!- 
was presented 


say. but it is the general opinion 
among peace officers here that she 
is alive, Tor some unknown reason 
keeping her whereabouts secret. 


A short Mine alter Miss Sizer dis- 
appeared. her lather was Informed 


by i sl?e was In a hospital In Kansas 
};i»c« u> uicro in uoniw vi iyj rr>i- , ;/— . 
r , ; . 
. 
" \f~n-. 
^-4^ii__ .i. ^ ^i^ 
,\ .—~~-~ 
dents of Superior and nearbr who 1nc church for his service as sup-|VUj. 
Visiting the hospital, Sizer 


two years aso contributed toward a erintcndent of the Sunday school lor said he: found no trace of his daugh- 
ftmd for purchase of the hotel sit" iwty-ont years, havmc 
missed *er. but that a Kansas City rcport- 
The hotel was formallv owned m^ fourteen Sundays during this]cr who obtained a picture of the 


last April and has enjoyod ciqhtcrn PcE<'d- 
months of satisfactory business, the • 
contributors were told. The striae- 
tare cost about 5200.000. It was 
erected bv a business interests of 
Hankato "and Formosa. Kas. 
D. F. Stanley. Mankato attorney 


.... 
. 
C0jn3nit l€c -1± 
that sixty-one new members 


*?dcd,lS *35C :?s.<*r of ^ 
during 1S30. and that the 
average morning attendance for 1S30 
22S- 
A musical program directed by J. 
,. Hcilmar.. followed the remainder 
of the routine business. 


and hotel director, was toastmastcr 1 
for the occasion. Three other di- 
rectors. L. L. Burchinal. Formosa: 
R. B. Jiewburv and Arch Bonerut- 
ter. both of Manksto. ref-pwsdcd. 
Other speaker? were J. H. Acer. _ . _ _ „ _ _ __ _. _ _ ,.--. 
former Superior attorney, ntw c>n- B.^R IS HELD UP 
«ral manager of the Linroin Tele- 
phone 
A; 
Teteerapb 
companr: 


George L. Day. Homer Marshal], H 


CHICAGO SUBURBAN 


girl told him there was no doubt In 
his mind but that the patient he 
saw was Miss Slser. 


EINSTEIN'S HOME ROBBED. 
KAPCTH, Germany, Jan. 30—<3P) 


—Burglars broke into the summer 
home of Prof. Albert Einstein some 
time during the night and -when 
the caretaksr entered the place this 
inominc he found that it had been 
ransacked. The front door had 


Everyday Questions 


Answered By 


DR. S. PARKES CABMAN 


(Copyright 1930; New York Tribune) 


Question.) from Lincoln Star readers are answered dally by The Rev. Dr. 8. 
Farkes Cadman, of the Federated Council of Churches of Christ In America. 
Dr. Cadman seeks to answer Inquiries tha' appear to be representative of 


the trends of thought In the many letters which he receives. 


the fountain of all that is, in which 
case, whatever happens, happens 
according to His will. This deter- 
mination does not deny man's free- 
dom, 
but bases it on the Deity's 


nature and purpose. 
In other words, man finds and 


expresses his highest freedom in 
the Divine ordination that man 
shall be free. 
The laws under 


which he lives, moves and has his 
being are God's laws. 
Follow the line of thought thus 


suggested and you cannot-but be- 
lieve in the efficacy of prayer. 
It 


assumes God's existence. His sov- 
ereignty and His benevolence. It 
addresses Him as the Father of the 
human race. 
The assumption on 


which prayer rests breaks with the 
doleful idea of an "impersonal fate" 
and gives every one who makes it 
a hand in determining his or her 
own destiny. 
Experience enforces 


the wisdom and the benefit of this 
attitude toward prayer. 
* * * 


QUESTION. 


Little Rock, Ark. 


Is it not true that science, wins 


out against you who preach religion 
because r:ience deals in facts and 
you deal In theories? 


ANSWER. 
I should say that both science 


and religion alike have to deal in 
theories to account for the ac- 
knowledged facts of human experi- 
ence. They differ in that science 
seeks to correlate and interpret the 
facts of the physical realm, where- 
as religicn seeks to correlate and 
interpret the facts of the spiritual 
realm. The legitimate -work of each 
is complementary to that of the 
other, and together they contribute 
to a unified knowledge of life as a 
•whole. 


May I also remind you that few 


changes in the intellectualism of 
our day are more impressive than 
the change in the attitude of many 
scientists toward religion. Former- 
ly they were either distinctly agnos- 
tic or openly hostile to faith. The 
Darwinian giants 
Huxley, Tyndall 
and 
Clifford 
were popular ex- 


ponents, of agnosticism, and Her- 
bert Spencer was their prophet. 
They declared the human quest for 
God a vain pursuit ,and rung down 
the curtain,on it as a relic of er- 
roneous imagination. 


But their theories about religion 


have died of sheer exhaustion. So 
you - ere fishing behind the net. 
Professor Haldane, an eminent rep- 
resentative of modern science, re- 
cently 
told 
listening 
millions 
through the radio that the last 
word about life's mysteries does not 
lie with the biologist, the mathe- 
matician or the astronomer. Hurfan 
personality still remains the su- 
preme work of a creative person- 
ality. This is exactly -what every 
intelligent clergyman believes, and 
his ministry is based on that belief. 


(Copyright. 1931, New York 


Tribune, Inc.) 


WILDHBEAUTY 


SYNOPSIS: David Frost's mother 


is furious when he marries Fanny 
Freiburp, whom she considers on- 
worthy to join the proud Frost- 
Brownbcck clan. David pets » new 
Job and takes Fanny to a home of 
their own in order to make life 
happier for her. But circumstances 
and bis mother's influence event- 
ually force him to return to his 
uncle's bank and bring his wife 
back to the ancestral home. There 
Fanny Is made continuously un- 


ppy by her mother-in-law. Then 


Juliette, » distant Frost relative 
married to an Italian prince, conies 
to visit them and takes Fanny to 
Washington to spend a month with 
her. 


Chapter 16. 


FANNY WINS WASHINGTON. 
Fanny took to the luxury of 
Juliette's home like a cat to cream, 
but she never got over the thrill 


by MATEEL HOWE FARNHAM 


way David didn't know -what wom- 
en's clothe., cost. 


On the third evening of her stay 
Juliette gave a dinner for forty, 
-with others in to dance. 
The afternoon was glorious, and 
Fanny itched to be out in the sun- 
shine, but she was bidden to stay 
at home and rest. At 5 Alida, 
Juliette's maid, brought her tea by 
her sitting room fire and afterward 
brushed and brushed her hair until 
it shone in the firelight like strands 
of copper arid gold. At 7 she drew 
Fannys bath, scented It, helped her 
into wisps of undergarments, did 
her hair, fastened her gown. And 
at 8, as Fanny went down the stairs 
to join Juliette in the darwing room 
she caught sight of herself in a long 
gilt pier glass in the lower hall and 
knew for the first time that she 
was beautiful. 
She -was wearing a simply cut 


frock of cream, colored satin and 


B. Harder, D. L. Ccnjl?on and 
Doane J1.- Kiechel, Superior rcsi- 
<ecat*. 


. - - - 
- 
had 
i 


CHICAGO, Jan. 
10 —•.-? —Five • been turned upside down and ihor- t 


bandit? held up thf Slate bant of OTchly searched. The caretaker 
Franklin Park today, escaping with i **W "-hat only professor Einstein , 
$7,000 cash and $15.000 in bonds, j himself could toll -whether anything 
tThe bonds were Don-negotiable. 
l^ad been stolen. 
' 


>*« dcb«tan(e ever had svch a rash as Fanny. 


of having her bath drawn and 
scented, her breakfast brought to 
her bedside. 


•"Mr. Chamberlain told me last 
night that I was as e'lhereal as 
marsh-mist—he ought to see me 
Tnow.* grinned Fanny one morning 
as she was pounne thick, yellow 
cream on her oatmeal. "I suppose, 
darlinc Jul;ette. that it's a bit grow 
to enjoy food so much—but not at 
a party. One is supposed to have 
a good time at a party. And. It's 
always a party to have breakfast 
in bed." 


Their first days were spent in 
an orgy of shopping. David recent- 
ly had made $1.000 on the stock 
exchange and siven half of it to 
Fanny. Juliette sugerted that she 
take rharc? of this—that she was 
a better barcalncr than Fanny; but 
she nc 
asked the price of any- 


thinc. and bought, and bouch* until 
Fanny protested. Juliette laughed 
and went on baylnc. 


Fanny knew David -would not jikp 
her to accept cWhf* from his 
cousin: but what could she do' She 
couldnt hurt Juliette's feelings, and 
the things were so lovely, and any- 


pearls and quaint old 
paste buckles on her ^satin slappers. 
Alida had pulled her hair straight 
back and colled It cunningly In a 
great burnished knot that seemed 
almost too heavy for her .'lender 
neck. Could, this be herself?—this 
proud lovely sirl with the starry 
eyes? She always had knnwn that 
she was pretty, but not like this, 
not like the girl In the mirror. 


If only David could see her now! 
But oh. guilty second thought! 
Sweet and" dear as David was to 
her when they were alone, when 
they went out together, especially 
when they -were to meet strangers, 
he made her miserably self-con- 
scious by keeping an anxious eye 
Ion her, so afraid he WAS that she 
inieht not do or say the ncht thine. 


1 make the 
right Impress;'on. She 


•was happier tonteht without David 


No popu3ar debijterjtc evrr had 


such a rush as Fanny, at was not 
her beautv—manv an "vVashinsrton 
were iriorr beautiful—but rather 
h"r joyous enthusiasm, her delicate 
persona] perception, her radiant 
Jplca-'-ure in all that was done lor 


PARAGRAPHS 


By Robert Qulllen. 


(C*pyrl(ht, 1U1W, Publliheri Syndicate 


The breadline seems to be a con- 


tinuation of the dotted line. 


There are but four left now — 


Mussolini, Kemal. Stalin and the 
interstate commerce commission. 


Of course unfavorable publicity 


hurts business. Tammanj probably 
couldn't get more than $19.98 for 
a magistrate's job now. 


Kings must be superior. They are 


the only men in nubile life who 
aren't blamed for anything. 


If only the pacifists would pledge 


themselves not to say anything to 
make the other fellow mad enough 
to fight. 


A fashion expert predicts that 


men of the next generation will 
wear heavy beards. Otherwise, how- 
ever, death seems as terrible as 
ever. 


Another way to discourage -war- 


fare would be to find some peaceful 
job that would require a Sam 
Browne belt. 


Any candidate should be able to 
estimate his chances. 
The voters 


always elect the one who is most 
like themselves. 


But of course the $900.000 loaned 


to market wine isn't the 
same 


money taken from taxpayers to en- 
force prohibition. 


Americanism: Hooting at 
the 


cowards who demanded peace at 
any price; paying racketeers to let 
us alone. 


If -war Is hell, as Sherman said, 
there's one item of war material 
that America has In abundance. 


Times can't be so bad. Look how 


many people have money enough to 
keep out of jail. 


Another need of the times is some 


way to slow up the law makers un- 
til the jail builders catch up. 


Bu»»ss BEDTIME STORIES 
__ 
/. *5i 
y^*v 
x"-^v 
^^rw 
f" 


More White Coats 


BT THORNTON W. BURGESS. 


You see, nations 
must erect, 


bronzes of some statesmen, =for 
there's no other way to make peo- 
ple remember them. 


No dole for Americans! It is so 


much less humiliating to stand in 
the snow and wait for a cup of 
coffee. 


The railroads aren't so bad. They 


haven't even asked for a law lim- 
iting 'each automobile to one pas- 
senger. 


When the people of Brazil wish 


to see the last of a man they ban- 
ish him instead 
of making him 


vice president. 


But how does the doctor always 


contrive to write the prescription 
for exactly twice as much medi- 
cine as you take? 


Correct this sentence: 
"I don't 


pretend that I've read a book, said 
she, "If I skipped the big words in 
it." 
INJURIES FATAL 


TO WALTHILL MAN 
SlOtJX CITY, la., a 
Clifford 
Greek, 28, of Walthill, 


Neb. died in a hospital here Fri- 
day from injuries suffered in a. fall 
from the rear of a truck Thursday. 
Greek's skull was fractured and he 
suffered internal injuries. 
0 


her that made her so quickly pop- 
ular"I did not know that a beautiful 
woman could be so unspoiled." a 
white-haired old gentleman said to" 
her. * 
"I shan't be unspoiled long if you 


pay me such-pretty compliments," 
said Fanny shyly, looking up at 
him and then quickly dropping her 
eyes. 


"Why 
do you give so much time 


to your elderly cavaliers?" asked 
Juliette. 
"Oh, I don't know—perhaps be- 


cause I was always hungering 
.when I was little for my father to 
love me—and he didn't. Anyway, 
I like nice old gentlemen. They are 
so pleased, the sweet old dears, 
when they find I really do like 
them." 
A major general, who certainly 


never thought of himself as elderly, 
taught her to ride. A bachelor am- 
bassador gave a Venetian fete in 
her honor that was the high point 
of the season. A famous senator, 
who had lost his -wife net too long 
before, gave her a breakfast, and 
hinted that if Fanny were free he 
might not be Inconsolable; he could 
not think of her as married, he 
said. Others told her the same. 


A good many men tried to make 


love to her: and Fanny scolded 
them, or laughed at them gentlv 
and once or twice was so genuinely 
distressed at a hint of real feeling 
that a certain very young under 
secretary was moved" to tears of 
regret for his scarlet past: and a 
certain blase attache with tired, 
burnt-out eyes told her she would 
remain a -white memorv as lone as 
he lived. 
"I had almost forgotten" the man 
said, "that women, young women. 
could! be simple and natural and 
sweet- You are so incredibly sweet, 
my -white one. W513 you do me one 
favor, one last favor?" 


"Of course I -will," said Fanny. 
"Will TOU let me draw the curtain 


—no one «?ill see us—and stand 
here -with me in the dark, your hand 


What's fair for one you will agree 
As fair for others ought to be. 


—Old Mother Nature. 


It is funny how differently people 


look at this matter. Jumper the 
Hare wears a white coat in winter, 
and rejoices 'in it when there is 
snow on the ground. You see, it 
makes it very difficult for hungry 
enemies to see him. But if you 
should ask Jumper, I suspect he 
would say that it was most unfair 
that Whitey the Snowy Owl, who 
has a taste for Hare, should have 
a white coat, or that Shadow the 
Weasel should also be dressed in 
white in whiter. 
On the other 


hand, I suspect that Whitey and 
Shadow would say the same thing 
in regard to Jumper. It makes a 
difference who wears the coat. 


"If there are so many of the 


Lemming folk up there in the Far 
North, I don't see what you are 
down here for," said Jumper the 
Hare to Whitey the Snowy Owl. 


"I told you once before that there 


are few left this winter," replied 
Whitey. "Some of those I did see 
before I left had white coats, and 
when you have to hunt people in 
white coats it is hard hunting, in- 
deed. Besides, the Lemming folk 
keep pretty much under the snow 
through 
the winter, and when 


there are few of them some of us 
have slim pickings." 


"So the Lemmings have white 


coats!" exclaimed Jumper. 


"Not all of them ,and those that 


do have them only in winter," ex- 
plained Whitey. "You see .there is 
more than one kind of Lemming. 
The Brown Lemming is the one I 
see most often, partly because his 
coat is brown all winter, and partly 
because Brown Lemmings are much 
more numerous where I live. But 
I have seen one called the Banded 
Lemming:, and he is the one who 
has a white coat in winter. These 
white coats certainlv do make it 
very hard for some of us," com- 
plained Whitey. 


"And 
very nice for some of the 
rest of us." declared Juniper. "If 
I didn't have a white coat I don't 
know what I should do after snow 
comes." 


"How 
about it 
before snow 


comes?" inquired Whitey slyly. 


"It is dreadful," declared Jumper 


frankly. "There I am, with a pure 
white coat and everything around 
me is brown or green. It some- 
times seems as if I never can get 
out of sight. I never know greater 
relief than -when it begins to snow. 
There is my small cousin, Peter 
Rabbit"— 


"Where?" ' interrupted 
Whitey, 


turning his head this way and that, 
as only an Owl can. 


'3sACx^ 
* * ' 
" 
~-";A> 


"I came along: the cdfre of the s«a 


and there I found a fish now 


and then.'' 


"I didn't mean that he la any- 


where 
about 
here," 
explained 


Jumper. "You interrupted before I 
could finish. There is Peter, always 
having to hide in a hole or under a. 
pile of brush or in a hollow log, 
and never daring to remain more 
than two jumps from shelter all 
winter long. I can't see what fun 
he gets out of winter. I should 
think all those Lemming folk would 
want white coats." 


"Perhaps they do," replied Whitev. 
I don't know as to that. But I do 
know that one kind has white coats 
and one kind does not, and why this 
is I suppose only Old Mother Nature 
knows. But all this talk about the 
Lemming folk is constantly remind- 
ing me that it is a long time since 
I have had anything in my stomach. 
I don't suppose the_re is any fishing 
around here." 


"Pishing at this time of year? Of 


coure, 
there 
isn't!" 
exclaimed 


Juniper scornfully. 
"Do you eat 


fish?" 


"When I can get them," replied 


Whittey. "I didn't expect to find 
any here, wtih everything frozen, 
but on my way down from the Far 
North I came along the edge of the 
sea. and there I found a fish now 
and then. Fish are very good eat- 
ing." 


"For some folks, perhaps, but as 


for me, I fear I should starve if I 
were expected to eat fish. Why 
don't you go over to Farmer 
Brown's barn and look for Bats?" 


"I believe I will," replied Whitey. 


"Thanks for the reminder " 
(Copyright, 1931, T. W. Burgess.) 


The next story: 


Meal." 


"Whitey Gets a 


PONTIUS PII.ATE. 


Pontius Pilate, politician, 
Was the slave of self-ambition. 
He grew merrier or graver 
As it brought him Roman favor. 
Pontius Pilate stopped to measure 
Wrong or right by Roman pleasure. 
Doing good he thought a blunder, 
If it brought on Roman thunder. 
He'd cause any friend's removal 
Fcr his emperor's approval. 


Pontius Pilate stood in terror 
Of committing anv error. 
He was much too shrewd and c'ever 
To do right for right's sake ever. 
O'er 
decisions' he'd sit blinking 


(Copyrlgnt, 1930, Edgar A. Guest) 


Till he- knew 
what Rome was 


thinking. 
Ere he ruled in his dominion 
He must first get Rome's opinion. 
Poor old Pilate, terror-haunted. 


Guessing just what Caesar wanted! 


Many a man still spars and fences 
And first counts the consequences 
And considers—more's the pity- 
How the voters 'in the city 
Will by honor be affected. 
Will the brave man be rejected' 
Will the spoken truth defeat him? 
How tomorrow will men t?reet him? 
And. 
like poor old Pontius Pilate. 
He does naught the mob won t 


smile at. 


By LOGAN CLENDENTNG, H. D, Author of "THE HUMAN BODY* 


SMOOTH, 
NON - IRRITATING 


DIET N E C E S S A R Y FOR 


PATIENTS WHO HAVE 


MUCOUS COLITIS. 


Many people who believe their 


colons are sluggish, eat a great 
deal of roughage and are constant- 
ly bloated and uncomfortable and 
have a tight 
feelintt in the 
abdomen. 
This 
is because they 
really have 
highly sensitive 
and 
irritable 


colons, ana in 
order to be 
comfortable and 
have 
sufficient 
e 1 i m i n a t ion. 
need an oppos- 
ite type of dirt. 
They 
are 
nearly 
always 


u n c o m f ortable 
on a high resi- 
due diet, and al- 
though this elves 
them 
regular 
Dr- Oc»<y»la« 


evacuations, it Irritates the 
of the bowel so much that they al- 
ways feel a sense of pressure or 
in mine, and watch the moon rise? 
It will take only a few minutes— 
'hers is a light already on the 
£~:L°f ?e JT°rid- Jt f"i "J8?1 'tocher irritate an already .. 
nothing to ,,ou—a great dea] to'mueous ]jnjng oi the colon. 


and Ih 


in? JO cents in coin for each pam- 
phlet and 2 cents an coin for each 


stamped envelope, to Dr. 


me." 
Fanny nodded. He drew the cur- 
Jains close, and for a little longer 


Such arc the cases which have 
come lately to be called colitis. It 
is more a nerve Irritability than an i 


Gaining." "Infant 
structions for the 


are: Ti/cducinR ann 
and 
Treatment 
r>T 
Diabetes." Thr articles arc: "Nor- 


Uian Jive minutes they stood silent- I actual inflammation of the colon 
3y hand in hand, watching a great Nas the wnrd colitis would indicate*, 
lighted Chinese Ian-em climb inch iBut some rases go on to an cx- 
by inch over a brnd in the Potomac Itremcly severe functional condition 
and turn the ilack waters to rip- I—mucous colitis. 
silver. 
I For these Individuals the question 


Traffic Cases 


3>rjiiSiT.»n. 


diet, contalnine sufficient 
and kissed her hand, drew the cur- 
tains and took her back to the sup- 
per room. 
'Copyright. 3931. by Mated Howe 
Famham.} 


Monday a fortun" ?s laid »t I 


Fannv's feet. 
Wfl] it shake her , 
'o David? 


F. S. BEKCKOFT BEAD. 


NEW YORK. Jan. 
10 — 'XPi — 


Fr«3?nck S. Beecroff 
one nf th" ____ ..... 


founders of ih« Century company or" pickled nx&lf.. Mwsls "should' 
and an tailor of th? Ontiary <5ic- rludc beef •'broiled steak, boilrd 
tlonary, died Thur.edav at hi-" home baked beefi, stewed or bafced 
" 


follows- 
Cereal1;: All kinds except bran 


food?. ^Oatmeal should be cooked 
in a -drrublf boiler at least r>ne 
hour"' Mav have cttam and suear. 
Br'«d: "Toast, 
crackers, stale j 


bread. zwieback. 
Eezv Coddled. bo;>d. poached or 


"scrambled o*.?r fat«r—usually two 
a day. 
Meats: Lean mff.l 
only. No pork ' 
in- i 
Ti 


The Salt Lafce city, Utah, polirc 


dtpm-lmpnt recovered 
3,600 stolen 
bicycles ]a?.t year. 
Rupture 


on Long Island. He "was 72. 
en; broile'l «T baked fish; broiled J I 


33» O 


t. C. MATflCX* 


UlTietM 
I 


or baked liver. May have two slices 
of crisp bacon a day. 


Soups: 
Cream soups, strained 


vegetable or Jean meat broth. 


Fruits: Orange juice or grape- 
fruit juice (with sugar if desired). 
Dairy Products: Buttermilk, cot- 
tage cheese, butter. 


Miscellaneous: Noodles, macaroni, 
spaghetti (no tomato sauce). 
Desserts: Bice, gelatine 
(made 


with strained fruit juices if de- 
sired). May have fruit jellies, tapi- 
oca, rice, pudding (without raisins'. 
vanilla ice cream, ices, sugar cook- 
ies, angel food cahe. stick candy. 
Beverages: One cup coffee a dav. 
One cup tea a day (unless contra- 
indicated). Water in abundance. 
Avoid: Sweet milk, fats "except 
butter and 
cream 1. fried 
foods, 
pancakes, condiments, spiced foods. 
pickled meats, pork, syrups, lams. 
soda fountain drinks, iced drink*. 
cider, salads, vegetables, fruits 'ex- 
_ 
cept as ordered), all pastries 'c:<- 
' * 
ccpt as ordered). 


Editors note: Three pamphlet 
and three articles by Dr. CJcnrJ^n- 
ing can now be obtained bv 
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farm er dep end.« up on hLs dairy herd more than he 
does up on his wheat field, his oat crop , or hLs corn 
p roduction. 
His cream checks buy the food for him 
and hLs family, their clothinc. and In innumerable 
in.stances aid in p aying Interc.st charges and tax es 
up on hLs land. 
Take a p rofitable dairy herd from 
him and he has nothing left. 
Figures covering the last fiscal year indicate more 
than 500,000,000 p ound.s of vegetable oils were im­ 
p orted into the United States, 
the 
great 
bulk of 
which went into the m anufacture of butter substi­ 
tutes. 
There 
Is a 
thriving coconut 
Industry 
In 
Jam aica, in the Philip p ines, and in a score of South 
Sea I.sl.and.s. The trees come to bearing quickly, are 
long lived, and grow with little or no effort in the 
trop ical countries. 
The coclie 
labor 
which 
tends 
them, and p rep ares the cop ra works for a few cents 
a week. 
The land up on which the tree.s are grown 


1.S cheap . 
Slowly but surely the coconut cow is ex - 
term inating the noble animals which comp rise the 


m lklca dlng. 
» l.m ryeffvfd 
. 
T be 
S ter 
w ill 
not 
know ingly 
publish 
. 
fr e u d u l'n t or questiona ble a d y ertlslng or a ny a d rertlsln g re 
fleetlr.g upon a n r ra ce or treed . 
______________ 
___ 


dairy herds of American farms. 
The farm er will come to know more trying days 
unless this ruling is rescinded. 


WORTH SAVING. 


From W ashington comes word the 
thirty 
years 
battle of the dairy Industry to p rotect itself from 
the comp etition of the more cheap ly m anufactured 
butter substitutes has broken out again with re ­ 
newed vigor. 
Resump tion of the conflict is the result of a rul­ 
ing by the office of 
the 
commissioner of 
internal 
revenue p erm itting the m anufacturers of substitutes 
to use p alm oil, Imp arting to their p roducts the na­ 
tural color of 
real 
butter. 
Farm 
rep re.sentatives 
claim th a t the effect of the bureau’s ruling is to nuli- 
fy all of the legi.slation enacted In recent years to 
p rotect the butter p roducer. 
Since the ruling, they 
say. the p rice of butterfat has been dep ressed 7 cents 
a p ound, ex acting a toll from the owner of every 
dairy herd in America. 
Tlie dairy farmer in the United States has .suffered 
enough from the comp etition of the coconut cow. It 
was the Increasing use of substitutes which as early 
as June of 1029 p recip itated a crLsis in the dairy in­ 
dustry, and brought a drop of 14 cents a p ound In the 
p rice of butterfat. 
But late In the year the huge 
.storks held In warehouses had been reduced until 
butterfat p rices began to p ick up , offering encourage­ 
m ent and hop e to the farm er 
Now there has been 
a fresh slump due to the ruling which allows the 
m anufacturers of substitutes to use p alm oil, which 
im p arts the color of real butter to 
the 
substitute. 
And through the use of p alm oil, the m anufacturer 
escap es p aying a tax of 10 cents a p ound on .substi­ 
tutes artificially colored, and instead is comp elled to 
remit only a fourth of a cent a p ound. 
• 
• 
« 
Dairying is the largest source of Income of all 
farming activities. 
It is an Industry which enriches 
the American farm er more than a billion dollars a 
year. 
More than that. It .stabilizes his income and 
sup p lies him with cash throughout the twelve months 
of the year. It Ls worth p rotecting, and worth saving. 
W ithout the dairy income hundreds of thousands of 
farmers would have found It Imp ossible 
to 
retain 
their home.s and their farms. 
In Nebraska, third in the nation in butter p roduc­ 
tion, the p roducts of the dairy add more wealth to 
the farm than all of the wheat and oats p roduced. 
Nebraska Ls the second largest wheat-p roducing state 
In the union. Only one grain crop —corn—adds more 
to farm wealth In Nebraska than dairying. 
Wiscon­ 
sin and Minnesota are even more vitally concerned 
while Iowa Is not far behind 
During Mr, Hoover’s .sjiecial congressional session 
which was to be devoted to the farm p roblem, a bit­ 
ter fight was made to p lace cop ra, the dried coconut 
from which coconut oil is made, on the dutiable list. 
T hat the 
effort 
ended in a 
failure reflects 
how 
.strongly entrenched the m anufacturers of substitutes 
are. 
At the time, though, it was claimed the tax of 
10 cents a p ound on artificially colored butter, would 
p rovide the necessary p rotection. 
A bureau ruling 
has cut the foundations from under the dairy in­ 
dustry. 
It violates the clear intent of congress, and 
is a breach of faith of the p romi.se made in lieu of 
acceding to the demands of farm loaders that a tariff 
be p lared up on cop ra. Now it is time something shall 
l>e done about it. T’here Ls ap p arently only one rem e­ 
dy and th at is tariffs up i ii the vegetable oils im- 
jx irted in huge quantities from the South Sea Islands 
and from the Philip p ines duty free.- 
• 
« 
« 
The country should realize one of the last rem ain­ 
ing sup ix irU of agriculture is seriously menaced. The 


DOUBLE TAXATION. 
Missouri Is now getting Its second dose of Income 
tax medicine. A few years ago it adop ted th a t form 
of tax ation to “relieve” the p eop le. 
The system has 
done th a t very thing—it h.as relieved them of a lot 
more money than they used to p ay for the sup p ort, 
of the state government. 
But it hasn’t done away 
with the tax es on p hysical p rop erty. 
Farm ers and 
home owners still p ay regular annual levies on their 
houses, lands, household goods, livestock, and every 
kind of goods, just as they did before. And In addi­ 
tion the state soaks its citizens for an Income tax . 
In his message to the MLssourl legislature the other 
day. Governor Caulfield p rop osed the doubling of the 
income tax so as to bring in $4.000,000 a year more 
to the treasury. 
His recommendation was based on 
the rep ort of a “survey commission” which had sug­ 
gested additional tax ation am ounting to $102,000,000 
in the nex t ten years. T hat was going it a little too 
strong for the governor to ap p rove in its entirety, but 
he did advLse an increase in income tax rates to car­ 
ry out p art of the p rogram. 
And there you are. It is working ex actly the same 
way In Mis.souri th a t it has in Wisconsin and other 
states. 
First, an income tax law Is enawited on the 
p retense th at it will be used to low’er other tax es. 
Nex t, the p oliticians who control the legislature and 
the state government, finding there Is more money 
to sp end, p roceed to devise new ways for getting rid 
of it. 
Interests 
outside the 
legislature 
ex ert in­ 
creased p ressure for ap p rop riations. 
Ultimately it transp ires th a t ex p enditures of the 
state are vastly increased, and then it becomes neces­ 
sary to p rovide still more money. So the p oliticians 
decree th at Income tax p ayers shall contribute more. 
MeanwWIe, tho.se who own lands, buildings, cattle, 
mercantile stock.s, factories, and other kinds of tangi­ 
ble p rop erty continue to p ay as they did before. No­ 
body has gainp d anything ex cep t the p oliticians and 
their friends for whom good jobs have been p rovided 
at the p ublic crib. 
And who p ays the income tax ? 
Is it the business 
corp orations 
op erating 
industrial 
establishments, 
stores, hotels, theaters, gas and electric 
light com- 
fMinies, and other enterp rLses which aell their goods 
and service to the p eop le? 
Is it the landlords who 
draw’ their living from p rop erty rentals? 
Hardly, 
Tliey may p ay the tax In 
the 
first In- 
.stance, but they turn right around and collect it back 
from their customers and tenants. In the form of 
higher p rices and rents. 
So. the common m an and 
woman, whether living in town or on the farm, has 
to bear the burden of the increased tax es. 
Politicians holding state and county offices. It is to 
be remembered, p ay no income tax to the federal 
government, and p resumably they would be ex emp t 
also under a state law. 
Perhap s th at is one of the 
main reasons why some of them are so keen for an 
income tax . 
The governor of Nebraska gets a salary of $7,500 a 
year, p lus a fine furnished hcuse to live in rent free, 
and he doesn’t have to whack up a cent of his p ay 
to Uncle Sam. 
But a humble citizen, if unm arried, 
who draws as much as $1,500 In some 
p rivate 
job 
must contribute a p art of his p ay to the federal treas­ 
ury. 
Is th at “equality before the law”? 
There are .some members of the Nebraska legisla­ 
ture so guilele.ss as to think they may be doing the 
tax p ayers a service by p assing an income tax law'. If 
the ex p erience of other stales means anything to 
them they will go slow on th a t p roject. 


Senator Wheeler said Mr. Hoover’s refusal to re­ 
turn p ower commLssion ap p ointees to the senate for 
recon.sldcration of confirmation would indicate the 
p resident was under the domination of p owerful in­ 
terest.« 
W hat Mr. Hoover .said has not been record- 
ded by the p re.ss. 


TAMORA SCENE 
OF BAD BLAZE 


SPANISH WAR VETS 
INSTALL OFFICERS 


Burned During Fri­ 
day Night. 


Camp 
William 
Lewis, 
United 
Simnish 
W ar 
veterans, 
and 
the 
— 
ladies aux iliary. Installed officers 
Grocery and Drug Store Friday night 
at 
w aisu haii. h i 
South Twelfth stiect. For the camp 
¡Judge George 
A. Eberly is the com- 
j mander of the camp , and William 
I Patterson, senior vice commander, 
tkiwm MorrL‘ion Ls junior vice com­ 
mander; 
John 
Brady, 
chap lain: 
Jam es Baker, officer of 
the day; 
Gustav Johnson, 
officer 
of 
the 
guard; and Otto 
Melcr, historian. 
Carl Anderson, state commander of 
Omaha, was the installing officer. 
He was a.-'sistcd by J. D. Baker and 
O W. SlncebauRh of Lincoln. 
The installation followed a siie- 
clal meeting, a t wluch the election 


.Everyday Qiiestioes 


Answered By 
DR. S. PARKES CADMAN 


(Cop yright 1930. New York Tribune' 


PARAGRAPHS 


By Robert Quillen. 
C Copy rlfhl, 1» S« . P a blU here S y n d lcete., 


Q u estion 1 from L incoln S ter res der* ere en sw ered d a ily by T he R ev. D r. 8. 
P a rkes C a dm a n, of the F edera ted C ouncil of C hurches of C hrist in A m erica . 
D r. C a dm a n seeks to a nsw er Inquiries tha* a ppea r to be rep resen ta tive o f 
th e tren d s of th ough t in the m a ny letters w hich h e receives. 


QUESTION. 
Lincoln, Nfb. 
What does it mean to have "the 
mind of Christ? ” This phra.se Is fre­ 
quently used by preachers, but I 
have never seen its definition in 
print. 
ANSWER. 
Its essential significance is th at 
we have to realize in our own actual 
ex p erience what Christ can do for 
all men because He has done it for 
us p ersonally. We are ap t to p lace 
the emp hasis on what we can do 
for Him instead of w hat He can do 
for us. This blunde-,' has made the 
living of the Christian Ilf 
need­ 
lessly difficult for millions of hon­ 
est and sincere p eo le. 
The p revailing view' today Ls th a t 
we should help our fellow men in 
this world, and not be too much 
concerned about the nex t. Yet even 
a casual knowledge of the New 
Testam ent, which reveals "the mind 
of Christ,” shows th a t while such 
hum anitarian help is good in It­ 
self, it is not good enough. 
W hat 
is called p ractical Christianity must 
be rooted in changeless convictions 
about ChrLst if it Ls to endure. 
Again, the life to come has a 
large p lace in His teaching and 
m inistry. If we are to inherit their 
fuller values we must emp ty our­ 
selves of all .sufficiency, p ride and 
arrogance. 
Did not He lay aside 
His divine nrerogatlves in order 
that He m ight succor us? 
Count­ 
less well disp osed p eop le move on 
their own center and th a t neces­ 
sarily determ ines a circumscribed 
and limited area. 
But the Chris­ 
tian wholly devoted to ChrLst lives 
and moves and has his being in 
Him. 
Freedom from self-assertion, 
boasting, p rejudice and every other 
lim itation ex ists in us w'hen we p os­ 
sess In this sense “the mind which 
was in cTirist 
Je.sus.” 
Read the 
contex t of the p assage in St. Paul’s 
letter to the Philip p lans, 2:1-10, for 
light on your p articular difficulty. 
• 
• 
• 
QUESTION. 
Newark, N. J . 
In y our opinion can a fatalist 
eonsLstcntly believe In the efficacy 
of pray er? 
ANSWER. 
Everything dep ends on the kind 
of fatalist in question. 
The term 
has numerous meanings. 
It can be 
used In the Oriental .sense or sub- 
mi.'sion to an unavoidable destiny, 
or in the sen.se of w hat Ls called 
naturalistic determ ination, or in the 
theological 
sen.se. 
as defined 
by 
orthodox Calvinism.. It would seem 
th a t a p erfectly consistent fatalist 
docs not p rav, since, if everything 
Is p redetermined, p rayer makes no 
difference. 
On the other hand, he 
m ight p ray because he believes he 
Is fated to p ray, and also th at the 
an.swer Ls decreed in advance. 
There is, however, a determinism 
which accep ts a Per.sonal God as 
the final reality .and His will, as 


the fountain of all th a t is, in which 
case, whatever hap p ens, hap p ens 
according to His will. 
This deter­ 
mination does not deny m an’s free­ 
dom. but bases it on the Deity’s 
nature and p urp ose. 
In other words, m an finds and 
ex p resses his highest freedom in 
the Divine ordination th a t inan 
shall 
be 
free. 
The laws under 
which he lives, moves and has his 
being are God's laws. 
Follow the line of thought thus 
suggested and you cannot but be­ 
lieve In the efficacy of p rayer. 
It 
assumes God's ex Lstence. HLs sov­ 
ereignty and His benevolence. 
It 
addresses Him as the Father of the 
hum an race. 
The assump tion on 
which p rayer rests breaks with the 
doleful Idea of an “imp ersonal fate” 
and gives every one who makes it 
a hand in determining his or her 
own destiny. 
Ex p erience enforces 
the wisdom and the benefit of this 
attitude toward p rayer. 
• 
• 
• 
QUESTION. 
Little Rock, Ark. 
Is It not true that science wins 
out against y ou who preach religion 
because 
:ience deals in facts and 
y ou deal in theories? 
ANSWER. 
I should say th a t both .science 
and religion alike have to deal in 
theories to account for the ac­ 
knowledged facts of hum an ex p eri­ 
ence. 
They differ In th a t science 
.seeks to correlate and interp ret the 
facts of the p hysical realm, where­ 
as religicri seeks to correlate and 
interp ret the facts of the sp iritual 
realm. The legitim ate work of each 
Is comp lementary to that of the 
other, and together they contribute 
to a x mified knowledge of life as a 
whole. 
May I also rem ind you th a t few 
changes in the Intellectualism of 
our day are more Imp ressive than 
the change in the attitude of many 
scientists toward religion. 
Form er­ 
ly they were either dLstinctly agnos­ 
tic or op enly hostile to faith. The 
Darw'lnlan giants 
Hux ley, Tyndall 
and 
Clifford 
w'ere 
p op ular 
ex ­ 
p onents of agnosticism, and H er­ 
bert Sp encer w'a.s their p rop het. 
They declared the hum an quest for 
God a vain p ursuit .and rung down 
the curtain on it as a relic of er­ 
roneous imagination. 
But their theories about religion 
have died of sheer ex haustion. 
So 
you are fishing behind the net. 
Professor Haldane, an em inent rep ­ 
resentative of modern .science, re­ 
cently 
told 
listening 
millions 
through the radio th a t the last 
word about life's mysteries does not 
lie with the biologist, the m athe­ 
m atician or the astronomer. Hunian 
p ersonality still remains the su­ 
p reme work of a creative p erson­ 
ality. 
This is ex actly what every 
Intelligent clergsTuan believes, and 
hLs ministry Ls based on th a t belief. 
(Cop yright. 1931, New York 
Tribune. Inc.' 


Tlie breadline seems to be a con­ 
tinuation of the dotted line. 
There are but four left now — 
Mussolini, Kemal. Stalin and the 
interstate commerce commLssion. 
Of course unfavorable p ublicity 
hurUs business. Tam m anj p robably 
couldn’t get more than $19.98 for 
( a m agistrate’s job now. 
I 
Klng.s must be sup erior. They are 


I the onlv men In p ublic life who 
I aren’t blamed for anything. 
If onlv the p acifists would p ledge 
themselves not to say anything to 
make the other fellow mad enough 
to fight. 


More White Coats 


BY THORNTON W. BURGESS. 


W hat’s fair for one you will agree 
As fair for others ought to bo. 
—Old M other Nature, 


A fashion ex p ert p redicts t h a t ; 
men of the nex t generation will j 
wear heavy beards. Otherwise, how­ 
ever, death seems as terrible as 
ever. 
| 
Another way to discourage w ar­ 
fare would be to find some p eaceful 
job th a t would 
requlr« 
a 
Sam 
j 
Browne belt. 
| 
Any candidate should be able to ' 
estim ate his chances. 
The voters | 
always elect the one who is most i 
like themselves. 
! 
But of course the $900 000 loaned | 
to m arket wine 
isn’t 
the 
same i 
money taken from tax p ayers to en­ 
force p rohibition. 
Americanism: 
Hooting 
at 
the 
cowards who demanded p eace at 
any p rice; p aying racketeers to let 
us alone. 
If war is hell, as Sherm an said, 
there’s one Item of war m aterial 
th a t Amqrica has In abundance. 
Times can't be so bad. Look how 
many p eop le have money enough to 
keep out of jail. 
Another need of the times Ls .some 
wav to slow no the law makers un- 
til'th e jail builders catch up . 


You 
see. 
bronzes 
of 
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SYNOPSIS; David Frost’s mother 
is furioiu when he marries Fanny 
Freiburg, whom she considers un­ 
worthy to join the proud Frost- 
Brownbcck clan. David gets a new 
J ob and takes Fanny to a home of 
their own in order to make life 
happier for her. But circumstances 
and his mother’s influence event­ 
ually force him to return to his 
uncle’s bank and bring his wife 
back to the ancestral home. There 
Fanny Is made continuously un­ 
happy by her mother-in-law. Then 
J uliette, a distant Frost relative 
married to an Italian prince, comes 
tn visit them and takes Fanny to 
Washington to spend a month with 
her. 


Perp hap s it was a genuine belief th at 1931 m eant 
imp roved conditions which cheered the tired business 
man and then again he may have had advance in­ 
formation on feminine sp ring styles. 


Chap ter 16. 
FANNY WINS WASHINGTON. 
Fanny 
took 
to the lux ury of 
Juliette's home like a cat to cream, 
but she never got over the thrill 


BEAUTY 
by MATttL HOWE FARNHAM 


way David didn’t know w hat wom­ 
en’s clothe^ cost. 
On the third evening of her stay 
Juliette gave a dinner for forty, 
with others In to dance. 
The afternoon was glorious, and 
Fanny itched to be out in the sun­ 
shine, but .she was bidden to stay 
at home and rest. At 5 Alida, 
Juliette’s maid, brought her tea by 
her sitting room fire and afterward 
brushed and brushed her hair until 
it shone In the firelight like strands 
of cop p er and gold. At 7 she drew 
Fanny’s bath, scented It, help ed her 
Into wLsp s of vmdergarmenLs, did 
her hair, fastened her gown. 
And 
a t 8, a.s Fanny went down the .stains 
to join Juliette m the darwlng room 
.she caught .sight of henself in a long 
gilt p ier glas.s in the lower hall and 
knew for the first time that she 
was beautifuL 
She was wearing a simp ly cut 
frock of cream colored satin and 


nations 
must 
erect. 
.some 
statesmen. *4or 
there’s no other way to make p eo­ 
p le remember them. 
No dole for Americans! 
It is .so 
much le.ss hum iliating to stand in 
the snow and wait for a cup of 
coffee. 
The railroads aren't so bad. 'Diey | comes? 


It Is funny how differently p eop le 
look at this m atter. 
Jum p er the 
Hare wears a white coat in winter, 
and rejoices 'in it when there Ls 
snow on the ground. 
You see, it 
make.s it very difficult for hungry 
enemies to see him. 
But if you 
should ask Jum p er, I siLsp ect he 
would .say th a t it was mcwit unfair 
th a t Whltey the Snowy Owl, who 
has a taste for Hare, should have 
a white coat, or th at Shadow the 
Wea.sel should also be dressed in 
white 
in 
winter. 
On 
the other 
hand. I siusfx ’ct th a t W hltey and 
Shadow would say the same thing 
in regard to Jum p er, 
It makes a 
difference who wears the coat. 
‘Tf there are fo many of the 
Lemming folk up there in the Far 
North, I don’t see w hat you are 
down here for,” said Jum p er the 
Hare to W'hltey the Snowy Owl. 
‘T told you once before th a t there 
are few left thLs winter,” rep lied 
Whitey. 
“Some of tho.'-e I did see 
before I left had white coats, and 
when you have to hunt p eop le in 
white coa’s it Ls hard hunting, in­ 
deed. 
Besides, the Lemming folk 
keep p retty much under the snow 
through 
the 
winter, 
and 
when 
there are few' of them some of us 
have slim p ickings,” 
“So the Lemmings have white 
coats!” ex claimed Jum p er. 
“Not all of them .and those th at 
do have them only in w inter,” ex ­ 
p lained Whitey. 
"You .see .there is 
more than one kind of Lemming. 
The Brown Lemming Ls the one I 
.see most often, p artly becau.se his 
coat is brown all winter, and p artly 
because Brown Lemmings are much 
more numerous where I live. 
But 
I have seen one called the Banded 
Lemming, and he i.s the one who 
ha.s a white coat in winter. 
These 
white coats certainly do make it 
very hard for some of us,” com­ 
p lained Whitey. 
“And ver\' nice for .some of the 
rest of us.” declared Jum p er. 
"If 
I didn’t have a whi e coat I don’t 
know what I should do after snow 
comes.” 
“How 
about 
It 
before 
snow 
Inquired Whltey .« -lylv. 
“It Ls dreadful,” declared Jum p er 
frankly. 
"There I am. with a p ure 
white coat and everything around 
me is brown or green. 
It some- 
tlme.s seems as if I never can get 
out of sight. 
I never know' greater 
relief than when it begins to snow. 
Tliere Ls my small cousin, Peter 
Rabbit“— 
“Where?" 
interrup ’ed 
Whltev, 
turning his head tht.s way and that, 
as only an Owl can. 


haven’t even asked for a law lim ­ 
iting each automobile to one p as­ 
senger. 
'When the p eop le of Brazil wish 
to see the last of a man they ban­ 
ish him instead 
of 
making 
him 
vice p resident. 
But how does the doctor always 
contrive to wr’ite the p rescrip tion 
for ex actly twice as much medi­ 
cine as you take? 
Correct this sentence: 
“I don’t 
p retend th a t I’ve read a book, said 
she, "If I skip p ed the big words in 
it.” 
_______ 
INJ URIES FATAL 
TO WALTHILL MAN 


SIOUX CITY, iR , 
Clifford 
Greek. 
28. 
of 
Walt hill, 
Neb., died in a hosp ital here 
day from injuries suffered In a fall 
from the rear of a truck Thursday. 
Greek’s skull was fractured and he ^ 
Piiate, p olitician. 


“ I came along (hr edge of (he » ea 
and there I found a fii>h now 
and then.’’ 


“I didn't mean that he is any­ 
where 
about 
here," 
ex p lained 
Jump er. 
"You in errup ted before I 
could finish There is Peter, always 
having to hide in a hole or under a 
p ile of brush or m a hollow log, 
and never daring to remain more 
than two Jump .s from shelter all 
winter long. 
I can't see what fun 
he geLs out of winter. 
I should 
think all those Lemming folk would 
want whUe coats.” 
“Porhaivs they do,” rep lied Whitev. 
I don't know a.s to that 
But 1 do 
know that one kind has white coat.s 
and one kind does not. and why this 
Is 1 .sup jx )se only Old Mother N a'ure 
knows. 
But all this talk about the 
Lemming folk Is constantly rem ind­ 
ing me th a t it Ls a long time .since 
I have had anything In my stomach. 
I don’t .sup p ose there is any fishing 
around here ” 
“Fi.shing at thLs time of year? Of 
coure, 
there 
l.sn't!” 
ex claimed 
Jum p er scornfully. 
“Do you eat 
fish?” 
“When T can get them ,” rep lied 
Whlttey. 
“I didn’t ex p ect to find 
any here, wtih every hing frozen, 
but on my way down from the Par 
North I came along the edge of the 
.'■ea. and there I found a fLsh now 
and then. 
FLsh are very good ea t­ 
ing ” 
“For .some folk.s, i>erhap s, but as 
for me, I fear I should .starve if 1 
were ex jieoted to eat fLsh. 
Why 
don t 
you 
go 
over 
to 
Farm er 
Brown's barn and look for Bats? ’ 
“I believe I W'lll." rep lied Whitev. 
"Thanks for the reminder ” 
(Cop yright, 1931, T. W, Burgess > 


Tlie nex t story: 
Meal " 
“Whitev Get.s a 


t o y 


suffered internal injuries. 


PONTIUS PILATE. 


. Till 
w hat 
Rome 
wa 


(Sp ecial to Tlie S tar) 
TAMORA. N eb. Jan. 19- Fire late 
Friday night comp letely de.stroyed 
the grocery store of Arthur BurtUs 
and the drug store of H. E Seibert. 
The origin of the blaze, which was 
discovered shortly after midnight, 
has not been determined, but it is 
known 
to 
have 
started 
in 
the 
grocery. 
The chemical truck was called „„„i,, . 
from Seward, but in sp ite of all ef- 
December, was p rotested 
forts the two buildings and their 
contents burned 
A .section of 100-p air cable of the 
Lincoln 
Telep hone 
Ar 
Telegrap li 
comiMiny wa.s de.stroyed and rep air 
men came from Lincoln at onep . 
Comp lete service was restored by 
noon today 


8U BS('RH>TIONS TO 
VINE ( HURCH OVER 
BUDGET FOR 19 31 


New Sup erio r Ho tel 
Ap p recia tio n Ba nq uet 


DIreetor» are l|oe(!t (o UUizenN of 
City Who Contributed 
to 
Purrhiue of the Nite. 
SUPERIOR. N eb. Jan 
10 
.Ft — 
Directors of 
the 
new 
Hotel Ne­ 
braskan 
here, were 
hosts 
Friday 
night at an ’ ap p reciation banquet ’ 
gl\en by them in honor of 1.50 rc4- 
dent.s of Suix rior and nearby, who 
two year.s ago contributed toward a 
fund for p urcha.se of the hotel ate 
The hotel was formallv c-innctl 
la*t Ap ril and has enjoved eighteen 
months of sattsfactory businer.s. the 
contributors were told 
The strur- 
ture cost about 
$200 000 
It was 
erected by a business interests of 
M ankato and Formosa, Kas. 
D. P Stanley, Mankato attorney 
and hotel director, was toastm aster 
for the occasion. 
Three other di­ 
rectors. I, L. Burchuial. Forni05a; 
R B. Newbury and Arch Bonecut- 
ler both of Mankato, re.*^p onded. 
Other siieaker.s were J H Ag‘-e 
former Sujiertor attorney, now gen­ 
eral manager nf die I.ini iu> T Ic- 
p hone 
A 
Telegiap ii 
com p anv; 
George L Day, Homer Marshall, ft 
B 
Hartzler. D 
L. Coulson and 
I>oane F.* Kiechel, Sujierioi 
rcsi- 
(ienta. 


-At the annual bu.siness meeting 
of the Vuu Congregational church 
Friday evening the board of tru.stee.s 
rep orted to the two liuiidred and 
six ty members p resent that the bud- | 
get for 1931 had been 
sub.scribed j 
with $70 in ex cess of the required i 
amount, according to Rev. Ervine D. 
Ingle.* p a.*lor. 
For His thirty-six years as a mem­ 
ber of 
the b<'eird of trustees 
tlie 
group voted Prof. O, n. Swezey a 
life trusteeship m the church W. T. 
I’ar.e wa p resented with a Bible by 
the church for 
his service a., s'lp - 


SAYS ANDREW’S 
STORY UNTRUE 
Father of Merle S i z e r 
Say s Investigation 
Already Made. 
CEDAR RAPIDS, la,, Jan. 10—( ^ 
—W, R. Sizer, father of Myrl Sizer, 
said when a p res.s disp atch was read 
to him that he had had the story 
of W alter A. Andrew' Investigated 
at the time it was made p ublic two 
years ago 
and 
found 
it 
to be 
groundless. 
Sizer said he sent his son Harry 
to Wayne then ano th at he found 
the woman with Andrew 
at 
the 
time he .stole an automobile in es­ 
cap ing after a lail break was Mrs. 
Andrew” and that she drove the car 
I to Kan.sa.s City. 
The son rep orted that so far as 
he had been able to learn there had 
been neither murder nor suicide at 
or near Carroll, Neb, at the time 
the convict .« aid Miss Sizer 
killed 
her.*elf. 
Sizer ex p ressed the con­ 
viction that Andrew* told the story 
two years ago with the hop e of be­ 
ing .sent back to Nebra.ska th at he 
might again escap e, 
j 
W hether he believed his daughter 
w’as dead or alive, Sizer would not 
say, but It Is the general op inion 
among p eace officers here th a t she 
Is alive, for some unknown reason 
keep ing her whereabouts secret, 
A short time after Miss Sizer dis­ 
ap p eared, her father was Informed 
she 
was In a hosp ital In 
KansR.s 
City 
Vi.iiting the hosp ital, Sizer 


No debá tante ever had 
such a rush as Fanny . 


of having 
her bath drawn and 
scented, her breakfast brought to 
her bedside. 
“Mr. Chamberlain told me last 
night that I was as e hereal as 
rnarsh -m rt—he ought to see me 
now.” grinned Fanny one morning 
as she was p ouring thick yellow 
cream on her oatmeal. 
“I sup p ose, 
uie fiuircn lor ms service a-, sup - 
vi .iujhk me iiosp iiai, aizer . 
enntend-nt of the Sunday school ior •''eid he found no trace of his daugh- ■ darhtiK Juliette, that it’s a bit gro.« .s 
twenly-i'iif year.« , having 
ml« ed 
only fourteen Sunday.-, during this 
l>enod. 
The membership committee re­ 
p orted that -Six ty-one new members 
had been added U> the roster ot tlie 
church during 1930, and th at 
the 
average morning attendance for 1930 
was 226 
A mu-sical p rogram directed bv J. 
L, Heilman, followed the remainder 
of the rouline business. 


ter, but that a Kan.« as City rep ort- ^ enjoy fe.d so much -but not at 
er who obtained 
a p icture of the * a p arty. 
One is .sup p o.'-ed to have 
girl told him there was no doubt tn ' 
*■ 
^^'’le at a p arty. 
And lt’.s 
his mind but that the p atient he 
’ 
» p arty to have breakfast 
saw was M iss Sizer. 
i in bed.” 
----------------- 
I 
’Their first days were sp ent in 
EIN ST E IN ’S HOME ROBBED. 
*n orgy of ghop iHng. David recent- 
KAPU'TH, Germany, Jan. l(L—< ^ . ly had made $1,000 on the stock 


UHIUAGO SUBURBAN 
B A N K IS HE I . D UP 
CHICAGO, Ja r 
10 
..V 
Fi\e 
bandit; held up tiie « rate, bank of 
Franklin Park today, e. ajx ng with 
_______ 
$7 000 cash and $1.5 000 in bonds, himself coulo tell whether onj thing 
I The bonds w ere non-ncgoilable, 
I had been stolen. 


—Burglars broke into the summer 
home of Prof Albert Einstein some 
time during the night and when 
the caretak.^j- entered the p lace this 
morning he found that it had been 
ranackcd 
The 
front 
door 
had 
been jimmied ofien, all the drawers 
in the Eie/t ,scienti.« f- limne had 
been turned up side down and thor­ 
oughly 
seanhed 
The 
caretaker 
.« aid th a' oniy Profes.sor Einstein 


ex change and given half of it to 
Fanny 
Juliette suge.sted that she 
take charge of this—that slie was 
a better bargainer than Fanny; but 
she nf 
ft ked the p rice of any­ 
thing *nd bought, and boup li untlj 
Fanny p rotc ,ted 
Juliette lauglied 
and went on buying 
Fannv knew David would not like 
her 
'o 
accert 
clothes 
from 
his 
cou-sin: but what could .« he do? She 
fouldn t hurt Juliette's feelings and 
the things were .so lovely, and any- 


Julleite's 
p earls 
and 
quaint old 
p aste buckles on her latm siip p er.s. 
AT.da had p ulled her hair straight 
back and colled it cunningly in a 
great burnished knot that seemed 
almo.st too heavy for her slender 
neck. 
Could tills be herself? this 
p roud lovely girl with the starry 
eye.s? 
She alway.s had known th a ' 
she wa.s p retty, but not like this, 
not like the girl in the mirror. 
If onlv David could see her now» 
But, 
oh, guilty second 
thought' 
Sweet and dear as David was to 
! her when they were alone 
when 
they went out together, esp ecially 
: when they were to meet strangers, 
, he made her miserably .self-con- 
' .sclous by keep ing an anx ious eye 
on her, so afraid he wa.s th at she 
might not do or say the right thing, 
make the right imp re> slon. 
She 
was hap p ier tonight without Davu; 
No p op ular debut ante ever had 
.«u< h a ru:.ii u. Fanny. 
It w’as not 
her beauty—many in Washington 
were 
more 
beautiful but 
rather 
her joyoiis enthusla.sm. her delicate 
p ersonal 
p ercep tion, 
her 
radiant 
I p lea.*ure in all that was done for 


her th a t made her so quickly p op ­ 
ular. 
“I did not know th a t a beautiful 
woman could be so unsp oiled.” a 
w hite-haired old gentlem an said to” 
her. 
* 
"I .shan't be un.^olled long if you 
p ay me .such-p retty comp limenUs.” 
said Fanny sliyly. looking up at 
him and then quickly drop p ing her 
eyes. 
"Why do you give so much time 
to your elderly cavaliers?” a.sked 
Juliette. 
"Oh, I don’t know—p erhap s be- 
cau.se 
I 
wa.s 
always 
hungering 
when I was little for my father to 
love me—and he didn’t. 
Anyway, 
I like nice old gentlemen. Tliey are 
so p leased, the sweet old dears, 
when they find I really do like 
them .” 
A m ajor general, who certainly 
never thought of himself as elderly, 
taught her to ride. 
A bachelor am ­ 
bassador gave a Venetian fete In 
her honor that was the high p oint 
of the .season. 
A famous senator, 
who had lost hLs wife net too long 
before, gave her a breakfa.st, and 
hinted th at If Fanny were free he 
might not be inconsolable; he could 
not think of her a.s married, he 
.said. 
Others told her the same. 
A good many men tried to make 
love to her; and Fanny .scolded 
them, or laughed at them gently 
and once or twice was so genuinely 
riLstre.ssed at a hint of real feeling 
th at a certain very young 
under 
secretary wa.s moved to tears of 
regret for his scarlet p a.st; and a 
certain bla.se attache with tired 
burnt-out eyes told her she would 
remain a white memory as long a.s 
he lived. 
“I had almost forgotten” tlie man 
."aid, "that women, young women 
could be .simp le and natural end 
.swee .. You are so Incredibly sweet, 
my white one. Will you do me one 
favor, one la.st favor?” 
“Of course I will,” said Fanny. 
“Will vou let me draw the curtain 
no one will .see u.s and stand 


heiY* with me in tlie dark, your hand 
in mine, and watch the moon rise? 
It will take only a few minute* 
there is a light already on the 
e ’ e of the world. 
It will mean 
nothing to you a great deal to 
me " 
Fanny nodded. He drew the cur­ 
tains close, and for a little longer 
than five minutes they stood .silent­ 
ly hand in hand, watching a great 
lighted Chinese lan’ern climb Incli 
by inch over a bend in the Potomac 
and turn the black waters to rip ­ 
p ling silver. 
"The p ath to tlie moon see, my 
sweet, there is still a p ath to the 
moon ” T1 
hand that held Fanny’.« 
tightened: and then he bent low 
and kissed her hand, drew the cur- 
I tains and took her beck to the aup - 
i p er room 
'Cop yright, 1931. by Maleel Howe 
Parnham. I 
Monday 
a 
fortune 
is 
laid 
at 
Fanny’s feet. 
Will it shake her 
loyalty ’o David? 


F S. BEK( KOFT DEAD. 
NEW 
YORK, 
Jan 
10 
o7* 
Frederick 
Beecrf ft 
one of (he 
founders of th* Century comp any 
and an editor of the Cenfurv dic­ 
tionary, died Tliur: dav at his home 
on Long Island. 
He wa 
72. 


Was the slave of self-ambition. 
He grew merrier or graver 
As it brought him Roman favor. 
Pontius Pilate stop p ed to measure 
Wrong or right by Roman p leasure. 
Doing good he thought a blunder, 
If It brought on Roman thunder. 
He’d cau.se any friend’s removal 
F rr his emp eror’s ap p roval. 


Pontius Pilate .stood tn terror 
Of committing anv error. 
He was much too shrewd and c ever 
To do right for right's sake ever. 
O cr decisions’ he’d sit blinking 


he knew 
thinking. 
Eire he ruled In his dominion 
He must first get Rome's op inion- 
Poor old Pilate, terror-haunted. 
Gues.sing just w*hat Caesar wanted! 


Many a man still sp ars and fences 
And first counts the consequences 
And conslder.s—more’s the p ity— 
How the voters )n the cltv 
Will by honor be affected. 
Will the brave man be rejerted^ 
Will the sp oken truth defeat him'* 
How tomorrow will men nrre' him'* 
And. like p oor old Pontius Pilat*« , 
He does naught 
the 
mob 
v on t 
smile at. 


(Cop yright, 1930, Edgar 
A. Gue.st) 
Diet and Hea 


By LOGAN CLENDENING, M. D„ Author of "THE HUMAN BODY 


S M O O T H . 
NON - IRRITATING 
DIET N E C E S S A R Y FOR 
PATIENTS WHO HAVE 
MUCOUS COLITIS. 
Many p eop le who believe their 
colons are sluggish, eat a great 
deal of roughage and arc conslant- 
uncomfortable and 


or baked liver. May have two slices 
of crisp bacon 
a day. 
Soup s: 
Cream 
soup s, 
.strained 
vegetable or lean m eat broth. 
EYuit.« : Orange juice or grap e­ 
fruit Juice (with sugar if de.slredt. 
Dairy Products: Buttermilk, cot­ 
tage chee.se, butter. 
Ml.scellaneou8; Noodles, macaroni. 
» 
^ « li 
‘*'P» *í'i7ettí (no tomato saucej. 
feeling 
In 
the i 
jjp sserts: 
Rice, 
gelatine 
d 


Dr Clend« DlBf 


m a d e 
with strained fruit juices if de- 
.sired). May have fruit Jellies, tap i­ 
oca, rice, p udding (without raisin. •, 
vanilla ice cream, ices, sugar cook­ 
ies. angel food calte, .stick candv 
Beverages; One cup coffee a dav 
One cup lea a day (unless contra­ 
indicated» , W ater in abundance, 
Avyiri; Sweet milk, faf.s 
» ex cep t, 
butter 
and 
cream» , fried 
food 
p ancakes, condiments, sp ired hawl 
p ickled meats, p ork, syrup .s, iam 
.soda fountain drinks, iced drink 
II n r n m ffirtab'le 
salads, vegetables, fruits <ex - 
m Jh 
resU ^ 
^ ordered!, all p a.slrles 
r> - 
nign 
rfsi ordered» . 


abdomen. 
This 
Ls because thcv 
r e a l l y 
h a v e 
highly 
sensitive 
a n d 
irritable 
colons, 
and 
in 
or d e r 
t o 
be 
comfortable and 
liave 
sufficient 
e 1 I m i n a t ion, 
need an op p os­ 
ite typ e of diet 
T h e y 
a r e 
nearly 
always 


on a 
due diet, and al­ 
though this gives 
t h e m 
regular 
irritates the in.ilde 
evacuations 
It 
of the bowel so much that they al­ 
ways feel a sen.se of p re.ssure or 
Incomp lete emp tying. Often they 
take to calhartii'.s to get rid of this 
full feeling, and the ratharttcs still 
further Irritate an already sensitive 
mucous lining of the colon. 
Such are the rases w'hirh have 
come lately to b« ‘ called colitih It 
is more a nerve irritability than an 
actual inflammation of the colon 
(as the word colitis would indicate» . 
Rut some caae.s go on to an ex ­ 
tremely sevf-re functional condition 
mucou; colitis. 
For theve individuals the quectinn 
of a daily evacuation is of second­ 
ary anix utance 
They requ.re to be 
made eomforiible, and must liave 
a 
“sm w th ” or 
non-residue 
diet 
B» ach a diet, containing sufficient 
residue for such intestines is as 
follows 
Cereals' All kinds ex cep t bran 
foods. 'Oatmeal 
hould be rrioked 
in a double boiler at least one 
hour I May have cream and sugar. 
Bread 
Toa. t, 
crackers, 
stale 
bread, zwiet^rk 
Fgkv rof.kil' d, boiled p oaetied or 
srram blfd over wa'er -u.iUHlly two 
a day 
Mea» 
D an meat only No jx >rk 
ot p ickled meat 
.Mea'« .hould in­ 
clude beef 
broiled Jeak boiled or 
bakfd beef I, .« tewed or baked chick­ 
en; broiled or baked fb.h; broiled 


E^ditor« note' 
Three 
p am p hl-' 
and tiiree artich'fi by Dr (’lenden- 
ing call now be obtained by 
end­ 
ing 10 rent.« in coin for eací» p aro- 
p hlet and 2 cents in coin for 
chi h 
a r t i c l e , 
with 
a 
self-addr» ■ .# <1 
■sfamix Hl 
envelop e, 
to Dr 
IgtfOiii 
Clendening, In care of this p up ei 
The p amp hlets are : "Reducing and 
Gaining." “Infant E>edlng and “In 
Rtructlons 
for 
the 
Treatm ent J 
Diabetp s '• The articles are' ’ No» 
mal Diet,” **n» ct of the Elx p ertan* 
M other" and "Tu bereu lost « ” 


T r a f f i c C a s e » 
H 
I 
H fh w 'iii/, II . 
« '■ .f> 
H'tmer 
rx e d m eii. 
$10 
en d 
I » 
C rettliliiiim 
IS inrt tn -n t 
!.<•* I’einK ; 
• n i l 
ost 
Ur 
Ay l . in, l ift e n d 
r . i- 
lii.i 
It M 
W oolfolk 
110 en d < r a* 
i, 
j 
T ^ : ¡ / 
115 e ii d ro t» 
Vio.» Hr.* Arifriel Stop 
M 
P 
Bkiii!. ■ 
t l 
e n d 
r n k i t 
f M n n i n i l 
An d e fn o n 
§ ] 
<) 
ro» n, 
H; riy Alex ander. I! 
ei.d « ,o» u 


Tlie Salt l ake City, 
dep artm ent recovered 
blcycle.s la^t year 
3 600 
stolen 
Rup ture 
ft. eialc 
ft*, ctilorolnrin 
Nr 
l e vi n e up 
Pev wi en 
i.i.enint »• 
ft* f*« {iitei 
ift* hup *lire 


OR 
E B. 
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MSfllKNt 


Radio Programs 


iCentmJ Standard Ttta-i 


SATTEDAT, JA.VTABY 10. 


r.:l*_C».Uiolk h»nr; MnM*. *«- 


M. Carrlfan. rhilaa«l|i*i»: ruilixt 
ch<irt«lrr»—WOW. WOC-WHO, KOA, 
WDAF. W»AJP. MOAL KI-BC:, KTHK. ; 


fc:ll»—u,r 
Brntbrr Clul-; or»»».tlt Kfcrtrfc J 


T-itb Hut tjner*: J«r»ps-o»fleni' wr- ; 
rtoMrtrt—WOW. WOC-WMO. 


BUCK ROGERS, 2430 A/D. 
Wilma Faces Crisis 
A \OWLA -V and />/C'A' CALK1.\S 


HtAT 


V*.rtrtlet— WCAT m-iwort- 
Wailrr llainrofcfrE'ifc «Tnpl»ou» u 


— WLAF artwork. 


B. A- KuIIr'i daucx- wrhottr» 


. network. 
' 
*" 


Rank 
Simnieiw' 
Miffi" 
J>"*' 


nrtvnrt. 


CnJcaro Cinr Onr»— WJ7 network, 
, 


Troubadour o! the Moon — WLAF net- < 


work. 


NBC XETWOKK 'WLAF). 


6:SI—**niM>r ami P«-rr: romedr detective* 


—WOW. WOt-WHO. 


«•<!—Tbr HIchroat oJ Advectcrt." GI1- 


l«^t E. Gfcliif—WOC-WHO. 


?:IMJ—Hunches ver 
Sinrr: 
HUSH? Kouf- 


hrnver. vocalist—W'OC-WHO. 


7:ir—Varietie*: "Buei" Bacr. natter o' 


cemnonicr: Welcome Lnris. cosjiml- 
ti : Harold 
Vim Emburtt- 
irnor: 


Sam Herman. r?'lophonuit: William 1 
Dair 
orchestra 
direetor—WOW. 


WOC-WHO. WHAT. WOAL KOA. 


T:S«—Tbir Silver Fltttr: lejeiidt of a wjtn-• 


dertrir r?T'T—WOC-WHO, WDAF. 


8 :M»—Waiter Dajnrouch't symphony 
or- 


chestra: 
"Adventures in Science." 


Fl-rc1 Gibl-OBf—WOW, 
WOC-WHO. 


Wli.ir, «!!.«•, WOAI. KTE.C. KXHE 
KOA. 


ff:M>—B. 
A. KuHf'c dance orchestra — 


WOW. 
WOC-WHO. WDAF. WGX. 


WOfil. KFEC, KTH5 KOA; after 
!,;;il*—-fcbtf, WFAA. 


lh;l«0— Trouhiudour of the Moon: Lannit 


Jioiu 
tenor: 
strint 
mo—WOW. 


WOG-WBO. 
2f!:16~-Borace 
HeinS'n 
orchestra — 
WOC- 


WHO; 
until lP:ir—VOW. 


11:0(1—BUCT Vallee'F orchestra (1 hour>— 


anil station!. 


WS 


l^rlej Tnanrli.' *n(-art oruua b» 
A. A. MllJie. *t-Fturmr Otl* Elttttner. ' 
Owe rerjruium. Azixi Aiiorevi ano j 
Brnil Eathtmtir: C. L. Menner. nar. '• 
rato:—WDAT. Jtl'W. KOA. KTiiS,. 
KTHR. 
| 


7:tffi—M&ju* 
Bvwec* Faml>^: XUlT Glad- 


tiuo: I>oui»e Rvvr., nuprano: Haxmah • 
Kl«ui. 
pjanjKt: 
Mefftnll 
Cordon. I 


tenor; Soutfarrnairm. male gnartet; : 
TtuJii liunrnufc. orchratra Uireetor : 
MOC'-WaO. WLS. 


»•'' 
dirrrior. 
intritducet) 
b?- 
EUCT ; 


tw^vear tericii—WOW. WOC-WHO. 
W3)AT. WOAI. KTEC. KTHS. 
i 


&:0ti—"Our Government." David La-wrenrt 
! 


—WOW, WOC-WHO. WFAA. WOAL : 


8:1&—Atwater Kent hour: Albert Spaldinc, ; 


viollnwrt. ^ueirt trti?rt: Andre BesoiKt. j 
accompacist: Josef r*aclemscfc. or- j 
chtstra director—WOW. WOC-WHO. •. 
WDAF, WGN. WFAA. WOAI. KTEC, I 
KOA- 
' 
!*:!£—Chanapions' orchestra; Jean Golfl- \ 


tette direrto;—HOW. WDAF. KOA.: 


!i-4S—?und»r at 5eth Parker'*: stanch — ] 


WOW.' WOC-WHO. 
WDAF, 
JxTW, ; 


KTIiC. ilOA. 
| 


llf:l&—Sam 
Herman, 
ij-loninmist—WOW, j 


WOC-WBO. EOA. 
i 


EcMian Cathedral 
nboin Nietiolat : rr: it i '. 
-DTTX'P1 T il? 
I? * \1 T T V" 
Vas-lie" lenor-dirertor 'Sit mm.)— , J. HJCLi 
rvi_ 
YtTliT.- 
E r»_tlii- i 


WOW, 
WOC-TVBO. WBAP. KOA. 
| 


'Z 


'1 


HAr^ >-«»•*& 


W'*AT A.M 
OH f OH' iv'HAT 5HO.'_L 


DO"7 ''""& G.O!X)£> . 


An Eldorado Speaking 
Eg H. J. TUTBILL 


C3SS XETWOKK fWABC,. 


<i:l*—^Monor Dmrne^—KOXL. 
fi;li,—^Komaurr o! Amerirjtn Infiusiry: fcd- 


dress" 
IT. mm. •—WTWAQ, KRC3. 


7:Wt~_Topirs jn Brief: Lovrl! TioTrfti: — 


KOH-. 
E3I03* 
K3S3C, 
WTttAft, 


KKLI). 


7;^f—Dirir 
EcborK: 
ue^ro 
s^iirllnals— 


KM OX. KMBC. 
7:30—Flelrber 
Hrtmrrson'f 
orefaertra — 


KO'l.. 
K M C X, 
K3STDC. 
WSISQ. 


KRLD. 


S;(H^—C™'lM«rimotuE bjtnd: Efi-c-arfl d'Amu. 


dirertor; 
2ndi&n 
legends—K21O3U 


WMAQ. 


£:3f'—Na.LinnL.1 U&oin Forms !rom Wmb- 


inrttni, D, C-: aprrkcr 10 be 
a»- 


miimceti—^EOIL. E1VIBC. 


P:l>0—HtnL Simmon* Show Bnit: "Tht 


^trcetF of ?few- Torfc." dranuttiza- 
tion—KOEL, K1WOS. K1HBC. WMAft, 
KE1,D_ 


DenirT's orcfaestm — 7CQBC. 


KBLD: Eiriil 10:15—KOIL. 


ur Lomba.rdo'5 orciieirtrs ^l* rom. i 


—EMBC. KELD: nfier lf':45—SOIL. 


arziiioiiKf! : FCT- 
Wine" — KOIL. 


KEC NTTWOKE 


K:(ir — Am of 'n' Anfi? — WiAT. WjE. 
r,;is — Jefflcrr: male tri<— -WEEN. WXW. 
f::t(- — Eisr of '.in: Goldbergx; 
hcmuroia 


sketch — WEEK. 


6:45 — Picttrfi FasniJ.v: souiherj: folt EfmzF ; 


bf norrlty orchesin — WEEK. 
i 


7:00 — ^Dixie 
Circni-: 
incidents of circus 


lamlly 111- — ETW. WOAL KPE.C. 
":lf — Bin-Tin-Til>-TlrrUler; drtnitrianiKE 


witb inciaentaJ rocsir — ETAK, K2T»V. 
WEEN. 
; 


7:S&— Thr Brush Man: Eiirlf Spiccr. tari- ! 


tone: m£.l£ cuzrtct: DOB Voorfaees. i 
firriiestra director — KFAB, WLW, 
ETW, WEEK. SOA. 


8:<>P— Tic 
Canrpnii 
advrnto™ of Dick 
Trrrnr, Iresinnnn — WJZ anfi SIB- ; 
rioni. 


K:3fi— Musical T>nrtor? — ^WJZ &3l£ stB.tion&. 
•• 


P:ftP — CiticjLro Ci'ric Opera: opera 
to 
be 


annnuncco — WiW, WZEN. 
• 


Ftrinr ensemble i! lionr) — ^WJZ znd : 
;aa.tinlis: 
frnm 
20:15 
to 
10:30 — ' 


KFAB. 
! 


ll»:(Xi — Amos 
'E' 
Ann'- fIS min->— STAB. 


WTttJWi. 
"WDAF. 
WEEN. 
WENE. 
'• 


WTAA. W-QAI. KPSC. KTHS. KOA. ' 


Spittiiry's orciestm (1 IJOET) — j 


WEEN-, cnta 11:15— SFAB; 
»Jier 
• 


11 


CB£ NETWOtK 'WABO. 
: 


cEKt from VienuiL, AuKrit: i 


•4»fitriii on liie rhresboif; of IL'Sl." ; 
3r. Wtthclm Mltlzt. president 
of : 


Austrijaa Hepubiii — ^WABC and Ktt- ' 
tiont. 
pronsLblr 
inciutUnr EMBC. '. 


HSCJ 
listing roicjtnoiincrd). 
: 


11:1! — H. JS. Grmadie: Gutrni totnr. o! ; 


Moitireal — WABC micl j^a-tion*; »ftcr 
^ 


IS: I* — KOIL. 
i 


1T:31*— Concls-vt of Xa^iozts; "Nor^Ky End : 


iht Anmrrlic." Bfclvard H. BE.cti.t- i 
NorT"eiriJil3 minister to Uniied 512-tes ; 
— ELOIL. KM OX, WBKM. 
j 


l;liii — Caihedral hour: Julia Muhoner. so- i 


priLnt. ; Brrbxra Mscrci. coxuraito: 
: 


Crscnt Calder. ba*»: mised ciiortis; 
Chznnon Coilinse. 
direcwr.— KOIL. j 


WMAQ, KB! .71. 
j 


i:IKu— New Tore Philimrmimie STmphojTT ! 


orchestra; 
iU-Wataer 
proprsin; 


Arturn Toscitnini, cononcior — EOU-, 
KMOX. WMAQ. 
I 


4:(»C — ^Ecr. I>ozui^ Grey 


moij. -WiLler mto 
WMAQ. »ntt.Tl 


4:30 — Popular prosTxns: Julia SEnAETSon 


anc Fraak Cnnnli. cnterminsn l3U 
min.j — ^KOIL. WBBM. KKLJJ. 


6:W> — Golden Hocr of the Little Flower; 


religious serrice from Desrnit: per- 
mon. Ser. Ch»rl» E. CoCEllIni — 
KMOX. tt-SLSQ. 


7:Wi — The World's Business: afioress. Dr- 


Jnliui Klein — KOIL. KMOX, KMBC, 
WKAQ. 


7:1." — ^T. S. Sciiool of Music pro^rzjc — 


KOIL. KMOX. KMBC. WMAQ. 


7:31) — Bjiltenbom Edits lie New* — KOIL, 


EMOX. KMBa 
j 


7:i£ — Ncrr 
World 
S-^mpiiory — EOH_ 


KMOX- 


B:IIC — Around the S&mcvar: Peter Siljo's 


l;a.!r.l».ik-s orciies*rE.: 
ViLlia 
"Vaien— ! 


".inova. conxrollo: ETi"^p KataEora. j 
riolinixi: 
Kli 
Sprmt. narittm£ — • 


KOIL. KMOX. KMBC. WBBM. 
! 


' S:3<i — -Detroit S-y=rpiioBy orcbessra.; Victor | 
: 
Kolar, concucior: !Eac2iT A. Guesl, | 


: 
poel-piiilBsopher — KOXI., 
KMOX. 1 


; 
KMBC- TTia.11 
i 


1 P:W — Jesse Crairford, j*oet of ibr orcsji: i 


Dnolones. instnanentEliszs — KOIL. • 
KMOX. KMBC. TQtT.Tl. 
! 


I 
8:31' — Bt 
Square 
Moior 
C3nfa: 
Harriet j 


• 
Crcise Kertnner, soprano: Kenneth, i 
Goioexi. lenor: Eudolpn Seidl, Fym- i 
: 
pboirr orchestra direcsor — SOIL, ; 


• 
KMOX. KMBC. KELB- 
! 


i 10:W— Bacr Home honr from Bcffale: re- j 
i 
liriocF service witii RermwD by Jiev. J 
: 
Clinton H. Ciiurciiill 
f..1 ionrj — 


WELL WELL.DLTS s-iASC^ORS; HOWS TH;N3= I I 
C3MINE ALQN-3 A3OLT TriAT 3L:~L£R'5 
a. O."tV O" VOUS. b'NCLi DOIN5 
OUT OF VOL'3. SriASjI Of 


VES....3V =>~DN£. AND EACH 


.TH WHOM I HAD 


TO SPEAK 


CX3WV1NCED ME IN! A 


FEW WORD5 THAT 


O- THE 
f|,' 
• 
=OJ50N!ED THEIR 
r*11K!D5 AGAINST 


I ME. ME, THEIR 


OWN <.rn~: 


AND KIM. 


EL. DORADO; 


s,T CAD! 


C3LONEL, DO MCT SPEAK 


Or THAT LOW BOUNDER AS 


i MV UNCLE, I DSOWN HiM. 
\COt-iai_ETEI5-. AND 


VOL' 
<£= COLONEL 3LT 


1 
_ K „ .__ 
1 


•ySkMILY 5KEL=.iO!Vi3 Ar<L=. 
y 


A3 COMMON T-.E5E 


DAYS AS 


COLON'EL, 


3LT Ori t 


U5T 5L-PPOSE 


WE £L 3QRAD2S 


HOkl'Er^/ErJ. YESTS 
T ANCTHEK. LETT s_; 


XEKH5S Or THE 


'SLY \'vARNi!NS THEM 


'~.r-ll 


CDN'TIWJE 5:LEN~ 


SHALL 3£ 


THE GUMPS—BIDING 
THE 
TIME 


KTAB. Lincoln — i*9.4 — T7P k. 


t2'E orcaEStrE, .K3C-. 


S :4E — SOK: Nf WE zsacnvr; '.-5 mi~ 
6:00 — MusjciJ eraie=t2i£. 
6:30 — ^Htrmnrr OTVF.. 
7:or — Orrflia 3trit£. popclar piroiiCT 
7:;rv— Hn-ris-T^-riTiiir ••SBC). 
7:3f — The 3ms- Jinr -K3Ei. 
1D;00 — ftiaaE 'r' jaiiT /T.3C.'. 


2T-.30 — l^ade:: pcrrr iiotise orngt pro 
Ii:DD — Kiii SpiiiilaT'K ir-cissCE fKB 


KrOE, Ltncoln — £!'.« — 12iO t. 


S :3C - B^UdiO jr-n^ i;rr. 
5:45 — ^^Tilb^r Cncncr^-etli'i: or^EZ rECi 
E:OD — Staiio '45 rr~ ' : Grtsss Gtitii 
7:BO — J_ J. StecS'E orcheslTB- 
7JD — .KEJOST 
E:1S — Stip D 


NEJSJiASTxA. JOWA AND MISSOTEl. 
KOIL. Council Stalls — ^1= — !2Bn k. 
5 too — Auto siirrw prDrrts; 'C35>: TCEIC 
E.-45 — Tory's Scrvpbuot .r3S). 
.. 


•G-.OD — ^nrtnn Dn^arr '.C3Sj. 


3 3rl=f "C3S1 ; S 


7:3P — Fletcher Hodcrstc's 
K:9t> — -?7Eitioi:&l Home isacn 
B:3P — ^NotionzJ BtcUo yzrizr 
P:OP— HEnt 3i-r;rnn=*' Sh^ 


NBC NETWOKK 1'WJZ). 


i ll1:^!1—RpecisJ 
fiozy 
SymnhsiiT 
populsr 


i 
concert from Eorr 
tneaaer stace. 


j 
* New Tort City; £rno Jjtapee, con- 


I 
dnctor—KFAB: also WEAF nerwnrk. 


i 11:00—3iu and Bits: Helen Bozrd. «o- 
j 
prano: Edfiic Drmiiam. orcamst — 
KFAB. 


: H^1?—Nomads: 
Mme- 
Genia 
Fojatriora. 


j 
soprano: 
Ivan 
Tcllfcafiov. 
tenor: 


! 
chestra—KFAB, 


; 12:9f(—j&dropolitazi Echoes Mary McCo?-, 


| 
Arcadie Sirkenhofe. Trioliniit: Can>- 


! 
ITU Gray, piasist — KFAJi. "WESK, 
WEES. 


! 1S:3»—Echoes of tta Orieat: ctrint en- 


! 
KFAB. WKEN. 
i 


! 12.-4T—Little "Jack Little, novelt;- Tocalist— i 
; 
KFAB. WEES. 
j 


j JJIKI—Alucisal Art ccanei: Marina 
Atl- : 


'-. 
urood, sojirancr; 
strinp 
o^iartct — ; 


j 
KFAB. 
' 


; 7:3P—Gtrj- Maier and Ler Partisan, tvi*- • 


; 
piano claKical due—EF^.Tt. 
i 


i £:{H>—^National Touth coniereace: "WJrr I i 


' : 
Beliere in God." JJr. Daniel A. J"ol- ' 


j 
inr: mixee chores and orchestra — 


i 
KFAB. WEEN. WTAA, WOAL KOA. 
KFHC. 


3:l>*—Sunday Feature — KFAB. WLW, 


CHANCE 
WILL YOU 


THRCOfcH ? 


STOP" *N& THINK 


TWIN*- 
NO VTOP 


THA 


ME A 


NVtY-HOUT 
TO AiK FOR JT — 


iU« 


Winter Golf 


O 3 PfcS. OH, 
RUBE GOLDBERG 


? t 
•'. :Df—Ar: Hc.i-.nti: r. 
^ 
:: :3r—cjubjrrKT^ 3 


S;3Ii—C)-jr" 


WOC-WHO. Usvrmmrt-I>» 


•wi>AF." f 


f;DO 
CTOEm 


intlS— -TJaare ifchestmi. 
*•• -45— Xici:iriE-x^ *mlic 'I1* bnrrr' 


WOW. 
Onaba — .TDSJ— n!» k_ 


S;W — .Toliw bTiHctlnr: aoad rrDnn 
5::-i — C7Eic3Ko= e!la=atio=tl pcn»= 
S:30 — WOW susicsl ^rm^u^- 
S:«!i— ~acie Abe cni UEfii 
"N3C 


p:or — TD be tsnnracrd 7»3C'. 
f.3P— Snro? iini I*re» '"N3Ci. 
f:45 — aoTT.Rr.^r of ?^rn;rcre. 
7:OP — NttiamJ ^iKse IZS^ZI^IIE. 
7 ; :s — ^Var:r;ies 
NBr1 . 


7:3P — ^^VTmr-^tfe "Wnrifi ttnir. 


r:ir.—Mutical CmixaAers; Alfred Heather. 


orchestra 
cUrestBi—STAB. 
WEEN, | 


WLW. 
Jx± *V. 


S;l^—Tpiir E^es: musical ensemble and ! 


ncartet—KFAB. WLW. KTW. WEEX. ! 


Standrnr Forf** Dr. 
fiarrr Emerson 
• 


Toiidiet: 
T"ilrrims. 
mixed 
sextet: 


Dana S. Marrtman. orchestra direr- | 
tor—KTAB. WEEN. WOAL KPBC. » 
KOA. 


-, -. — 
r«:ltft—Marjrarrt 
Olser:. 
sopraap: string : 
, . 
^^.. . 
..-a-O-O-i 
; 
trio—STAB. WBEN. 
i 


.,.. 
,p» 
^jf. j__ 
S:l£—Musical Moment: Elsa Diemer. so- , 


T""0-l-? Dance 'orci.er-.ra. : 
f*"^.'JS^ arfhcKn 
dirEr- ; 
i 
^r...-,-. - Ar-t*\c 
'">• 
*-n-*— 
lor-—KJ AJ5. « lLLJ\. 
: 
"•4 ao_f.. AI20E - An..... 5!W_Nor,he_. Lirj,.^-. AKH4 p-j-ia,.. «„.; 


Jiraiio: Tolleiron trio—KFAB. WEEN, j 


fcuo—Harhnr Liciitc: tale? ol rx oi£ wea ; 


WtL^V KOA. '^ " 
" 
1 


fi:3S—Orchestral 
j." m_: j'tr-. jane? Koestner. i 


direeior—WX.W. WHEN. WG?». 
• 


'i 7:W—Ercna Jettica ^Selodies: -roeal o»- ! 
I 
scmblt: Grorre l>Irwortli. director— 
KFAB. WLW. KTW. -WHEN. 'WFAA. 
WOAL KPE.C. KTH5 KOA. 


! T:15—Conier1* S&din hocr: Le-«Ti E. Liwei. 
i 
warrien «>f Sine 5rnc. gttetft slkeaisr 


! 
WLW. KTW. WEES. 
. 


orchefrtra: 
Jsioenii Eotecrx. tenor- 


Mgiamas.Srmtlrtt-.Sg-y T. 


-H, n.*« «=»-: BRINGING UP FATHER— 
. STMAND& 


P:W — t/rrasoar: l 
T^rirte. 


rsrr 
3T T;*- : "BTA3C I 


3TT»;j 
3T> tZ^.. 
. 
Z>X^tT 


JANTAST 12- 


TTATTST.S. 


XW. TTOA1. 


Srrca «ae dr 


Kriib 


S 
A 


J 


c 


r 


E2 MS-Trifir 


:Y^ftSASOCia>i_ 


WXAJ" arl- 


bwrr — ^ 


KTAE. 


i=X> .'i.tt ^:ttlr NBT 
i:^5:n.: ."irr rtitnn 
TTBr 


/<; 


?C3T 


W.' BUTTrEy^ 
SATHVi' TrifiTT 


WAV AV4YMCS3E. r 


!>l 


?:^^• 
s f< 
- f«r */ti 


•=»C«B!ttS 


u an. s^rr 
•rat. iar . Srrjc srra= n 


TIT1 
-H' 
rfL i5 
»*"fi^ 


Nr» Tft 
\C, ^uMsy- 
1 
i'JA.STT ~C 


Kf"**?!.. *^sw*.tr—T£*.*—: 
-Km..=i ~;.-.::.:.r-r-7 rs 


BASKETBAU Toimii 


NEBRASKA 


ws 


MISSOURI 


«c •S*i^J=»SES 
^5. . 
, 
MAC. 


"SiM=<:us"- 


./,„:! 


£ :tr^ XKH "t«wTi--*» ^Tj-et-ir-* -TK.,. 


T H E U S C O L S ST A R - S A T I RD AT. J A S V A R Y 10. 1 93 1 . 


Radio Programs 


Cwrtr» .t 
T%mm 


S:Wfc—i « ktAtolir 
C » rrig» ,n 
WUr%^. im u r ^ 
ikt» 
r M lra t 
BUCK ROGERS, 2C0 A. D. 
Wilma Faces Crisis 


« 4TI RD\1 J \M \BT 1« 


< i*n B ilA l 
f t ATX'Xl.S . 
T ^ r ir tn ^ - W l . \ i n rtwm tt. 
i « » ti r - 
'« I» *» » *« •r« to« » tr» 
' 
—» L . r a r t 
lu 
« 
*, 
* ftfttir* 
— « LÄT 
j 
^ 
B u n t 
M» « fW 
» « * **rk 
■ 
‘ .in t 
— B J T n rtlrtn %. 
'S r tn tm .é f m 
mS 
itot 
— • ’I .A f 
» « * 


F » *K r O C M . 
* r ,r^» r ' '^ a î X . 'S C k W - C ^ O « . 
c-DSETR. 


' Cf<P*= O - E 0 « 
S>RC.,EC~'C^ 


^ 
v B < 
v r T w o K J i m r^ r> . 
« » fc— « u w« » . U l« r» » T 
» r i w u r « 
— W f.rn 
w fic WBÜ. 
• U^— 'T h t « if br n u . ef 
^av njtB T e ” Cifl- 
iw rt I. 
— « fK -W 'B <» 
- Ml— BiiM r» .^**rr 
MtiCt 
R « » « f 
ör# v rr, ■ u cikUirt— W <’K. » 
r II— » u irti« '# 
B u r» 
» » • ' 
ra u tr*- » • 
rrfTTTn n n $('* 
^ rlr^ m rt Ur-irtB rn*i4fikí' 
li« * ni« 
^« 11 
f.n ti)u rr t 
%rmm* 
» - » 
H f WiiMv 
W tU i» » 
Î1» ' 
*« rrlír*tr» 
diT frt« « — B OW 
« >C « H C 
» f l \ r 
W O A l 
k .0 4 
• a*— T i» SIÎII^ n « i« 
Irtrtiá» » f » » mt» - 


a •*—W UV« -» 
Un-wriMMT-ti » 
.'tmtitMX'i 
« r* 
» ftrn tr, 
i e • « n tiir r , it. 
« .rMîti« “» 


C-uR. 
c i O C - Ï T ' 


rif.’.f 
« < K -w B O 
W Ii% I 
« B u r B O & l. E n t e 
E T H S 
1 , J6— 
E O E 
p - M i— n 
\ 
B-Iiit* I 
a u ir .r 
nrr» » r*t*'« 
— 
W ÍK « B O . 
« T IE I 
W :.E 
M O A l 
f c n i t 
E T B ^ 
KCIA 
« li-P* 
■. 
« 'I EA 
_ _ 
3 f M— tr« <i>Biiet>tir 
nt 
. K» M m « . 
Ij^ n cw 
K» « * 
u *iMw 
att-ific 
trii» — « O « 
CH I V i’T« <>EK 
« AJK t. 
« O Í 
» B < » . 
13 .SM—lU h rm iÄ f u t 
Irt-M 
V ieon » .. 
A tm tr« , 
I f ..|w ll» r» n * B riA t » 
« ir» *« « .'■ » -—« "OC-• 
' E im tru » t -Í*» ritri'fclitMf « » f iUSi 
W » 0 
u BUt î*> lì— « O B 
i>T 
« iUirU* 
prr» *» HM 
of 
13 fiti— K iiDi t o lio r 
, 
« ifcM ootr» ; 
E ow r— 
A u v f i u : B» -piibá it— « A B C 
u » e » U - 
« 'L a T u i c 
« tuioM tk- 
tton ii prohobt* 
la r.iu itin t EM BC 
AmCJ iiatUi; i.nu»»oi»iiroa 
CBA VI TTWOBB 
« ABÍ 
« V—H 
M 
íjTOp» « » » » » 
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THE LINCOLN STAR-SATURDAY, JANUARY 20, 1931. 


USE STAR WANT ADS FOR BARGAINS AND OPPORTUNITIES 


LINCOLN STAR 


AdJ crdered for seven times and stopped 


before expiration will be charged for only 
the number of times the «d appeared and 
adjustment made at the rate earned. 
Cartful attention given to mail orden. 
Call) In full must accompany out-of- 
town advertisement!. 
Advertising offered for irregular Inser- 


tions takes the one time rate. 
No «d is 
taken for less than a basis of three lines. 
Errors In advertisements should be re- 


ported Immediately. The Star will not be 
responsible for more than one Incorrect 
Insertion. 


CLASSIFIED ADVERTISING RATES. 
Dally rate for consecutive Insertions. 
Count six average words to a line. These 
special cash rotes apply to- advertising 
paid for within seven day* after last In- 
seillon. Minimum cash rat* Is 38 ccnU. 
Cash rate per line per day: 
1 Time 
"= 
3 Times 
1°c 


7 Times ..'" 
9c 


Those offices are open to receive adver- 


tisements from 7:00 a. m. to 10:00 p. m., 
dally. All advertisements received up un- 
til 13:30 p. m.. will appear In all city edl- 
tlona the same day. All ads received be- 
tween 12:3i, p m and 10:00 p. m.. will 
appear In all editions the following day. 


PHONE YOUR CLASSIFIED AD. 


B-l-2-3-4. 


Numbered according to the posi- 
tion In which they appear in the 
section. 


THE LWCOLS STAE 
•1GHT£ BESEEVED 


IDeatbs 


RILEY, CALVIN— The body of 


Calvin Rlley, 18, will be brought to 
Lincoln Sunday evening. 
Funeral 


services will be held at 1 o'clock 
Monday afternoon 
at 
Hodgman's 


chapel. Interment in Wyuka. 


YOUNG, ELVIRA—The body of 


Mrs. Young is at Castle, Roper and 
Matthews' chapel pending funeral 
arrangements. 


Mrs. Troyer, Ladies' Embalmer. Ad 


FUNERAL DIRECTORS. 


BRgWN, ALBA, B-2330— 


BROWN. HENRY B.— 


Undertaker and Ambulance Service. 


308 SO. 11TH. 
B-C519, B-2907 


CASTLE. ROPER Ic MATTHEWS- 


MORTICIANS—AMBULANCE. 


1319 N ST. 
PHONE B-650I 


HELMSDOERFER— 


RESIDENTIAL FUNERAL HOME. 


COR. 
2TTH & <3 
PHONE B-4028 


HODGMAN 
MORTUARY— 
1233 
K STREET. 


PHONE B-6959. 


ROBERTS 
111J P STREET. 


WALTON G. 
MORTUARY 
PHONE B-3353 


SPLAIN <fc SCHNELL. MOKTUABY 


MORTICIANS, AMBULANCE 
No lltr St. 
Phone B6507 


WADLOW'S 
MORTUARY 
AMBULANCE 
"W« Render Thoughtful Service." 


1225 L ST. 
PHONE B-6535 


FLORISTS. 


DANIELSON FLORAL CO.—• 


A Complete Floral Service. 


127 SO. 13TH ST 
B-2234 


COAL—WOOD. 


PIKE COAL CO—Does not sell sooty coal. 


Phone B3635 for high quality coul at a 
low price. 


WE~WILL OI"E—A 
special discount of 


2Sc per ton off our regular coal prices 
for each of thcs.e ads returned to us. 
Independent Lumber & Coal Co.. B2578. 
S-.3 No 27tn St. 


BUSINESS SERVICE. 
15 


"X. T. BERGOREN. Wood and metal pat- 
terns. 
Phono 


and model making. 
L7172. 


2208 Y St. 


FURNACE AND TIN WORK—Prompt 


Attention. 
Agent for Wise 
Furnace Co. Dial F O 309. 


PULLEY'S—Beltins, brass tubing, sheets, 


line shaft bearings, machinists' supplies. 
Ress Mm.1). Wks' 221-23 S. 9th. B3754. 


MO V ING—TKU CKING. 
17 


FORD DELIVERY CO. — Lincoln's Best 


Movers. We give S. & H. green stamps. 
223 So. 10th. 
Phone B3294. 


IF IT'S WORTH MOVING—It's w o r t h 


moving right. Sullivan Transfer & Stor- 
ega Co. B2111. 
__^_ 


REPAIR—REFINISHING. 
18 


WE BUILD—Upholster, decorate and re- 
pair furniture of all kinds. Antiques re- 
juvenated 
Midwest Furniture 
Repair 
Cu.. 1012 M St 
B4241. 


PAINTING—DECORATING. 
19 


CALL KENNETH PIERSON—For 
hanging. 15c roll. 
BC098. 
paper 


PAPER HANGING- 
Phone B4137. * 
-Wanted, I5c per roll. 


PLUMBING—HEATING. 
20 


FO3 REPAIR WORK—As near as your 


telephone. B64S9. Newberg A: Bookstrom, 
1338 M. 


BUILDING MATERIALS 
21 


ENSLOW FLORAL COMPANY— 


"Oscars Flowers" 


113 SOUTH 14TH ST 
PHONE B-3151 


Apartments—Pucnished .... 
Apartments—Unflurnisned . 
Apartments—Pur. £c Unfur. 
Articles lor Sale.. 
Auto—Agencies 


FRED IVERSON FLOWER SHOP— 
"Flowers for Every Occasion." 


228 SO. 12TH. 
PHONE B-1310 


MONUMENTS. 


GRISWOLD. ROBT. S.— 


"Flowers That Please." 
„ 
D__ 
„ 110 NO. 101 H. 
PHONE B-1740 


Autos for Sale 
BIROSEWELL FLORAL co.— 
A,irn Arrpssories—Tires 
101 
WE TELEGRAPH FLOWERS. 
i 
AUtO 
A C U C a & U X - l c a A A A V J ....... 
„ 
__ 
r,,^>-rr,r 
T>iTr\WTr V oin* 
Auto Repairing 
1* HOTEL CAPITAL, 
PHONEJB-SIOI 


Autos Wanted 
12 


Autos for Hire 
13 


Beauty Shops 
»j> 
Building—Contractors 
IB 


Building Materials 
21 


Bus Lines 
• 74 
Business—Office Eqnip 
481 
Business Opportunities 
. 36 


Business Service 
15 


Cafes—Restaurants 
38 


Chiropractors 
29 
Cleaning—Dyeing 
23 


Coal—Wood 
14 


Deaths 
•• 1 


Dentists ..-. 
26 
Dogs—Cats—Pets 
Parms— Acreages 


43 
70 


Florists 
......................... 
3 
Tor Exchange 
........... 
« ...... 68 
For Rent Business 
For Rent Houses . 
For Rent Houses Furn 
For Sale Houses ....... ... 
For Sale Real Estate 


65 
66 
67 
71 
72 


Funeral Directors 
2 


Good Things to Eat 
t 49 


Help Wanted Female 
30 
Help Wanted Male 
31 


Household Goods 
50 
Instruction 
42 
Insurance 
37 
Investments—Bonds 
39 


Jewelry—Watches—Etc 
52 


Laundries 
24 
Legals .: 
75 
Livestock 
44 


Livestock Wanted 
45 
Lodge Notices 
5 


Lost—Found 
7 
Mattress Repairing 
51 


Money to Loan 
40 


Morvgages 
41 


Monuments 
4 


Moving—Trucking 
17 


Musical Menchandise 
53 


Optometrists 
27 
Osteopaths 
23 
Painting—Decorating 
19 


Personals 
6 
Physicians 
25 


Poultry Supplies 
.-. 
45 


Plumbing—Heating 
20 
Radio Sets, Etc 
54 
Real Estate Wanted 
69 
Realtors 
73 


Repair—Refinishing 
18 
Roofing 
22 


Rooms With Board 
58 


Rooms Wanted 
61 


Rooms Without Board 
59 
Rooms Housekeeping 
60 


Salesmen—Agents 
32 


Seeds—Plants, Etc 
55 
Situation Female 
34 


Situation Male 
33 
Wanted to Buy 
57 


Wearing Apparel 
5S 


2>eatbs 


HOPPOCK, HELEN — Died at- 
11:30 o'clock Friday night at her 
home, 1016 P street. She was thirty- 
live years old. She is survived by 
her mother. Mrs. Anna Hoppock; 
one sister, Mrs- Maude Keener, a 
niece. Miss Mildred Starr and a 
nephew. Gordon Starr, all of Lin- 
coln. Funeral services will be held 
at 3 o'clock Sunday afternoon at 
Alba Browns chapel with Rev. Ray 
E. Hunt officiating. Interment in 


JENNINGS. LUCY— Died at 10:40 
o'clock Friday night at her home, 
2302 Holdrege street. She is sur- 
vived by two daughters. Miss Leona 
of New York City and Mrs. Rae 
Cameron of Lincoln; one son, Cecil 
of Chicago; three sisters. Dr. Cor- 
rine Larimore of Lincoln, Mrs. J. 
M. Brady of St. Louis. Mo., and Mrs 
A. W. Breyer of Norfolk and two 
grandchildren. 
Funeral 
services 


•will be held at 2 o'clock Sunday af- 
ternoon at the Second Baptist 
church with Her. James Macpher- 
son officiating- 
The body will lie 
In state at the church from 1 until 
2 o'clock. Interment in Wyaka, Ar- 
rangcmcnts! in charge of jtobprt£_ 


NIELSON. ATJL S.— Died Friday 


mf icraoon in Lincoln, He was sixty- 
iune years of age. He is survived 
by four daughters, Mrs, Dane Cur- 
tis of Table Roci. Afts. Lerov Cor- 
nett of Fort Collins. Colo.. Mrs. 
George Sullivan of Wahoo and Miss 
Eva or Lincoln: two sons. Grant N. 
of Burchard and Carl of Lincoln. 
-He was a member of lodge No. 9tS9, 
and Surchard A. F. & A. 


will be held 


AFFECTED NOT 
THE SPIRIT OF THE MEMORIAL 
(WHICH IS INSTINCTIVE IN THE 
HUMAN HEART) BUT ITS EF- 
FECTIVENESS; MEMORIALS IN- 
CREASNG 
PROPORTIONATELY 
WITH CIVILIZATION IN THEIR 
QUALITY OP ENDURANCE AND 
THEIR ARTISTIC WORK. 
BARW1CK, LEONARD H. — 


2217 
Si. 
PHONE L9688 


KIMBAU. EPO3.— 


1101 t" STREET. 


PHONE B-4725 


SPEIDELL & SON C. E — 


ORIGINAL DESIGNS SUBMITTED. 


326 NO. 10TH ST. 
PHONE B-6263 


TRUMP. W. J-— 


213X0 STREET. 


PHONE B-1501 


_ 
PERSOIfALS. 


CAPITAL SHOE REBUILDERS— Announce 
big reduction. 
ladles', 25c. 
Men's rubber heels 35c; 


1236 O St. 
L7147. 


LET 0S CLEAN—Tour furnace now by T0«- 
uusi. 
Quimby Furnace & Roofing Co 
F2568. 


LUMBER—J25. $35 'lath. $8; sash floors, 
$1 up; paint, $2775 per gallon; roofing 
paper, $1 50. Trester. B2868. 


CLEANING—DYEING. 
23 


CLEANING PLANT OWNERS AND 
OPERATORS OF LINCOLN. RELI- 
ABLE AND i IGH CLASS SERVICE 
APEX CLEANERS, DYERS— 


Offices: 
123 So. 23rd St.; 326 So. 13th 
St.; 1520 So. 17th St.; 1427 No. 33rd St. 


M. CLARK KING. 
PHONE B-3331 


BRIGHAM'S CLEANING & DYE WORKS— 
Men's Suits, Ladies' Plain Wool Dresses 
Cl. and Pr , tl.00. 23rd & O Sts. B-3624 
BUTLER'S CLEANERS— 
Twenty Years of Dependable Service. 
- - 
PHONE M-1678. 


CRITTENDEN "CRITICAL" CLEANERS— 
Men's Suits and Ladies Plain Wool Dresses 
Cl. and Pr.: il.OO. 27th and R Sts. B5252 
CITY CLEANERS & DYERS— 
'WE KEEP THE SPOTS." 


1605 O ST. 
PHONE B-2301 


FRENCH CLEANERS & DYERS— 


"PROMPT PERSONAL SERVICE." 


1'422 SOUTH ST. 
PHONE F-4636 


LINCOLN 'CLEANING & DYE WKS.— 
LEE WIGTON. 326 SO. 11TH ST. B6575. 
GELHAARS CLEANERS. 1324 N ST. B3316. 
MODERN CLEANERS— 


21ST 


27TH YEAR IN LINCOLN, 


k G STS. 
PHONE F-2377 


f 


The Lincoln Star 


Want Ads 


Bring Results 


-- AMD 


LtFT IS 


BEAUTIFUL HOME 


FOR SALE. 


It wourd pay you to make an inspection 
Of the ad* in the clarified section 


Before you pay down 
On a home of your own 


And decide on your final selection. 


SALESMEN—AGENTS. 
32 


WANTED—One high Rrade oil salesman. 


Apply Mr. F. H. Coulter, Cornhuffccr 
Hotel, Friday and Saturday. 


SITUATIONS—MALE. 
33 


YOUNG MAN—Wants work. 
references. 
L8179. 


Can furnish 


SITUATIONS—FEMALE. 
34 


HOD SEWORK—Wanted, anything consid- 


ered. B1715. 


LACE CURTAINS LAUNDERED—Mrs. Oldt. 
F6320. 


PEERLESS CLEANERS & DYERS— 


322 SO- 11TH ST. 


PHONE B-6731. 


CLEANING—DYEING. 
A23 


HOWARD CLEANERS—Howard D. Enslow. 
Mgr. 
4706 So. 48th. 
Phone F O 415 
and B4323. 244 So. 14th. 


LAUNDRIES. 
24 


AMERICAN LAUNDRY— 


A Service lor Every Home 


PHONE'B-3361 
2241 O St. 


BEST 1AUNDEREKS— 


Sweet and Clean 


2249 O St. 
PHONE B-6531 


PARAMOUNT LAUNDRY CO— 
For skill and care beyond compare. 


F2373 
837 So. 27tt 


LADY—Wants 
Call LS820. 


hour 
or half--day 
worfc. 


RELIABLE LADY—Wants work in home 
with "elderly couple" or lady alone. Ad- 
dress Lincoln Star, Box 555. 


WIDOW—With small daughter wants po- 


sition at once as housekeeper or apart- 
ment caretaker, neat, dependable; ref- 
erences. 1202 P. 


CAFES—RESTAURANTS 
38 


CHICKEN LITTLE INN— 


A Comfortable Place for the Whole 
Family to Eat. 
51ST & O ST3. 


[SELIN'S CAFE 
1418 O ST. B-7977. 


LUNCH 35c 
WITH SOUP 


AND PIE 


IDEAL CAFE 


JOE H. ELLIOTT, Proprietor. 


330 SO. 14TH ST. _ 
PHONE B-7889 


MRS. LUSH'S DINING ROOM— The Old 
Reliable. 
The Best Home Cook Meal. 


1204 P St. 


OAK HALL TEA ROOM- 


SUNDAY BUFFET DINNER. S TO 8. 


11TH & D STS. 
BHONE B-5676 


OASIS^-Hot Tamales. Veal 
Loaf, 
Soup 
and Sandwiches, 127 No. 14th. Phone 
B7827. 


BEAUTY SHOPS. 
35 


LINCOLN ASS'N. MEMBERS 


PALACE CAFE 
w 


THE BEST OF FOODS—S27 O ST. 


SHERBURNE'S INN 
118 NO. 14TH ST. 
PHONE B-7917 


SPOMER'S CAFE—Where Food is Really 
Tasty. 
Enjoy a good meal. 
225 So. 
llth. B7938. 


WRTSTHR'S 
LUNCH—HOT SAND- 
>v £jr>n,s\ o 
WICHES. sours. 


146 SO. 11TH ST 
PHONE B-797B 


BEN SIMON & SONS BEAUTY SHOP— 


"THE SHOP OF INDIVIDUALITY." 


1221-27 O ST. 
PHONE B-3296 


THE EVANS—B6961 
Expert Launderers. 
Responsible Cleaners. 


PHYSICIANS. 
25 


NOTICE TO DOO OWNERS—Buy your 


license this month. 50c off if purchased 
before February 1st. Humane Society. 


DR. A. B. WALKER, B3835—Physician and 
Surgeon. Chronic diseases men and wo- 
- men, health examinations. 1113 O St. 
H.- C. CRABTREE— M. D., D. C.. Ph. C. 
Specialist In chronic, nervous »nd f«- 
male diseases. 130 No. 16th. 
B1371. 


BOBETTE BEAUTE SHOP- 


INDIVIDUAL HAIRDRESSING. 
1216 M ST. 
PHONE B-5507. 


BON TON BEAUTY SHOPPE— 


WE MAKE LOVELINESS LOVELIER. 


440 SO. 13TH ST. 
PHONE B-3487 


CORRELVS (Gladys) BEAUTY SALON— 
Realistic—Permanent^ VH» Tonic Fredrick 
816 'SHARP BLDG. 
PHONE B-2936 


DENTISTS. 
PRIVATE MATERNITY HOME—For 
un- 


fortunate girls. Babies cared for Prices 
reasonable. 
3407 
Lafayette St. 
St. i PAINLESS DENTISTRY— 


Joseph. Mo. 
j 
Mqderr^^lethods Sav? T°_u 


EMME CHAMPE'S BEAUTY SHOP— 
For Guaranteed Perfect Permanent Waves. 
SEARS-ROEBPCK'S. 
PHONE B-6871 


VOGUE BBAOTY SHOP— 
| 
THE SHOP OF DISTINCTION. 


235 STUART BLDG. 
PHONE B-2528 


ROOF ANDXGUTTER WORK—Given Im- 


mediate attention. 
Quimbt Fum»c« - 
Roofing Co. F2568. 


FARRINGTON SYSTEM DENTISTS. 


HSC O ST. 
PONE B-2682 


LOST—FOUND. 


CHILD'S LIGHT BLUE PURSE—Contaln- 
inug mlaget fountain pen and pencil 
lust. L7659. Reward. 


DELTA PHI GAMMA—Acacia and Inno- 
cents pins lost. 
Finder please return 
to owner and receive reward. -B3907. 


LOST—Lady's blue jacket, between 22nd 


and 27th on Vine. Finder call 33689. 


REWARD—For return 
of 
suitcase 
lost 


from cai December 20. Very valuable 
cause it contains term papers. B1416. 


AUTOS FOR SALE. 
S 


AUTHORIZED DURANT AND REO SALES 
& SERVICE. 
MOTOR OUT CO 


1120 P Sf. 
PHONE S-6819 


BETTER VALUES—1928 Chevrolet Coupe 
J225: 192* Essex Sedan. S250. National 
Motor Ca 
~ 
Dealers. I 


CHEVROLET COACH—1K9. like new: new 
Goodyear tires, heater. $350. 
Cash, or 
finance. No trade. B3070. 


CHEVROLET IK-TON—1927 model, looks 
like new: G. M. C. ?4-Ton irith panel 
body. International Harvester Co., 7th 
and K. 


FOR BETTER USED CARS—See our large 
stocks of good lines. 
Sales Co.. 1717 O St. 
De Brown Auto 


LATE '2» FORD—Standard Coupe, orig- 
inal tires and Ilalsh. priced to sell. $300. 
The Auto'loan & Finance Co., JS5* O 
St. B3565. 


1928 MASTER "6" BD1CX COACH—5135: 


1928 
Whippet "4" Coach. *17S. 
Dodge 
Used Car Dept.. 1546 O St. 
BS921. 


1926 MODEL T H'OADSTER^SSO: "192$ 
Model T Todor, *7S. 
O'Sbe* Motors, 
14th and M Sts. BSS54. 


1S27 CHEVROLET— Imp-rial 4-Door Sedan, 
a goofl ear for * saaall price, *1S5. The 
Acto Ix>aa <b Finance Co., 1554 O St. 
B365S. 


1937 CHEVROLET—Imperial 4-Door S*dln". 
a sood e»r lor » small price. I1S5. The 
Auto Loan & Finance Co., 155* O St. 
33565. 


39=* HUDSON COUPE-Wth rumble srat. 
See this car: appreciate Taint. Markcl 
Hudson E<sc*. 1743 O St. B6S49. 


OPTOMETRISTS. 
27 


AiRES, DR. JOHN F.— 
C. W. Fleming Optical Dept. 
1311'O ST.—Accoustlcons—PHONE B-4857 
DR. MARTIN D. CROSSETT, optometrist. 
Optical Dept. Sears, Roebuck & Co. 


10TH & O STS. 
PHONE B-6871 


DUNLAP OPTICAL CO.— 
I Where Glasses That Fit Are Made. • 
120 NO. 12TH ST. 
PHONE B-3167 


FLTTTON OPTICAL CO.— 
DR. E. H. FLITTON. 


1201 FED. 1R. BLDG. 
Optometrist. 
PHONE B-2651 


BEATJlTY SHOPS. 
A35 


WOLTEMADE CAFE 


CORNED BEEF AND CABBAGE. 


125 NO. 11TH ST. 
PHONE B-7831 


LIVESTOCK. 
44 


TOUR DEAD STO'CK—Disposed of at no 


co*t to you. 
Prompt srrvlce. 
Lincoln 


Rendering Work*. 
B4700. 


LIVESTOCK WANTED. 
43 


WANTED—cncilera hogs, detid horses, cat- 


tle, iheep. Prompt tervlce. C. W. Swin- 
gle* CO.B5868. 


POULTRY SUPPLIES. 
46 


PURE BRED—White Rock cockerels, $2.00. 


Carl Clement. Central Clty._Neb. 


PURE 
BRED—Mammoth 
Ruuen 
ducks, 


$1.50; drakes, $2.00. Mrs. Edward New- 
man. Billings Route. Gordcn. Nebr. 


ARTICLES FOR SALE. 
47 


BATH TUBS—$20, toilets $14, lavatories 
$5 sinks $4. range boilers $7. toilet seats 
»2; cash or payments. Trester. B2868. 
R SALE—Twenty - horsepower 
motor. 


2-cyllnder 
compressor. 
M2272. 
4844 


Martin St. 


KINDLING—$3. $4 and $5 load; brick. $9 


M; arult doors. $75 to $125: steel I 
beams, 2'/zc Ib. Trester. B2868. 


BUSINESS-WFICE EQUIP. 48 


TYPEWRITERS—Adding machines, cash 


registers, addressographs, supplies. Gen- 
eral Typewriter Exch. B5258. 225 So. 13. 


GOOD THINGS TO EAT. 
49 


A GOOD PLACE TO BUY— 
Strictly Fresh Eggs—Thomas Poultry Farm 
1045 NO. 55TH ST. 
PHONE M-3478 


CAPITOL FRUIT 
STORE—All kinds of 


fruits, groceries. 
1907 O Street. 
Phone 


B7915. 


DEMMA 
PRODUCE 
CO.—209 
3o. 9th. 


B2474. 
Good Sand Hill Potatoes, $1.75 


100 Ibs. 
All kinds of apples. 


DRESSED CHICKENS—Hens. 23c: spring 


fries, alive, 19c; 22c dressed; delivered. 
Call M1811. 
3243 No. 49th. 


FRESH EGGS—At Yeany's Poultry Farm, 
one block south end -of pavement on 
West A St. L8138. 


FOR YOUR APPLES—And potatoes, call 
A. Sc P. Fruit Market, 48th and Hold- 
rege. M3838. 


FRIDAY AND' SUNDAY SPECIALS—Pork 


chops, ISC Ib.; pork loin roast, 15c Ib.; 
Meadow Gold butter, 29c Ib. 
Gettel- 
man's Grocery & Market, 424 So. llth. 


HOME GROWN—Early Ohio potatoes, $1 


bushel, and fancy apples of all kinds. 
Midwest Fruit Co., 56th and O. M1733. 


NEW LAID 
EGGS—Directly 
from 
our 
nests; ' highest quality for table use. 
Scott Firm. 6 mile? west O. 


PRUNES—Four Ibs. 25c; spare ribs, 2 Ibs., 


25c; pork roast. 14c~: lard. 2 Ibs., 25c. 
Tlirow's. 302 So. 19th. L9894. 


REAL BARGAINS—Fine spuds, 
100 Ib. 
sack. SI.49; large onions, bu. bsk:. 89c; 
15 Ibs.. 25c. Beans, fine cookers, ma- 
chine grade, 15 Ibs., 75c; 
bu., 
$2 95. 


Hulless popcorn, 13 Ibs., $1.00; 3 Ibs., 
25C, Del. 
1819 O. B3688. 


ROBERTS SANITARY DAIP.Y— 
Pasteunz-d Milk and Cream. 
PHONE YOUR ORDERS—B-6747. 


SUTTER SANITARY DAIRY— 


Raw Jersey and Pasteurized Milk. 


5201 SO. 48TH. 
Dial F O—Call 371-J 


YOU CAN GET—Fresh eggs at 20c a doz. 
and fat \oung hens alive, at 20c Ib. at 
3716 St. Mary's Ave. F2854. 


HOUSEHOLD GOODS. 
50 


AXMINSTER RUG, 9x12—Fine for bed- 
room. very reasonable. Call M2272. 


INVESTMENTS—BONDS. 
39 


START YOUR SAVING TODAY—$1.00 will 
open an account. Never have missed 
dividend period. State Savings & Loan 
W. L. Turner, Agt. 122 No. llth. B4442. 
Realtor. 


AT HARDY'S—New circulating heaters: 
were $59.50. now $37.50; 1 reconditioned 
Detroit Jewel gas range. $19.50. 


ANY FURNITURE—To 
trade 
or 
sell? 
Large marble-topped mahogany buffet, 
$?5; mahogany chest of drawers. 
Ea^y 
terms. Home Furniture. 1023 P. B5152. 


BEDS—Springs, mattresses, dressers, rug?. 


chairs, dining room set. kitchen cab- 
met. porch swing, coal, kindling. B465B. 


. CHILD'S USED BED—$4.00: 6x9 floor cov- 
| erlng, $2.40; new gas plate, $2.75- Flan- 
' 
agan. 101S P St. 


FOR SALE—Cheap, used A B C electric 


washing machine. 
Call F8924. 


APARTMENTS—FURNISHED 02 


NO. 25T11, 
860—Two 
fiirnlnlied 
rooms 


el»ctrlc refrigerator: K»« heat, hot 
ter. 
L8870. 
Call evenings. 


ROOMS—For light housekeeping 
In 
al 


modern home, al«o sleeping room; clos 
ill; price reasonable. B1570. 


H ST.. 1223. WATSBKA— If >ou want 
i 


quiet, nicely 
furnUhcd, 
excepllon»ll> 


warm apartment, call D1101. Oaragr. 


N ST.. 1745—Low price, close In, clean 
apartments. B5665. Apt. 1. 


N ST., 1637—Nicely furnished, 3 room: 
and bath; light, 'heat, water and tele 
phone furnished. $32.00. 
B5224. 


O ST. 
2375—Nicely 
furnished 
3-room 
heated 
apartment. 
$30 
per 
month 
Phone Bi!I345. Residence F4889. 


Q ST.. 1112—Apartment, suitable for two 
3-room efficiency: steam heat; $35 pe 
month. Umbergcr's. B5059 or B2424. 


R ST.. 2400—Strictly modern two-roon 


apartment, large pleasant rooms, flm 
location: private home. 
L9687. 


10TH 
ST., SO., 932—Olive Apt., 3-room. 


closets, nicely furnished and decorated 
excellent heat; reasonable; new manage 
ment. 


14TH ST.. NO., 135—Three large rooms 


$30. 
B2141. 


BLACKSTONE—300 So. 16th St. 
Smal 


highly furnished apartment, 
frigldalre 


Another building where you will be sur 
rounded by a. select group of tenants 
B5183. 


CORNHUSKER—1317 
L 
St. 
DeslrabT 


highly furnished apartment with bed 
rooms. 
Another 
restricted 
building 


B4416. 


EAGLE APARTMENTS. 228 NO. 12TH— 
Modern, well furnished apartments. Jus 
right for business people. See them to 
day. 
B2411. . 


FIVE-ROOM—First floor apartment, hlg! 


grade furnishings: garage and spaclou 
grounds. 
3643 So. 48th. 
F O 357 J. 


IF YOU WANT—The very most for you 


money in a small furnished apartment 
go to" Pershin; Apts., 1202 F St. 
Apt 


A-3. 
B5058. 


IF YOU WANT—The most for your mone 


in well furnished apartment, good lo 
cation, go to 2330 Vine. 


LA r'AYETTE APTS., 314 SO. 12TH—Com 


pletely 
furnished, including gas 
an 


lights and ice: linens and dishes if de 
sired. By day. week or month; new fa 
rentals. 
B4942. 
B7888. 


NEWLY FURNISHED APARTMENT— 


At 433 So. llth. with built-in feat- 
ures. 
Good heat and hot water. 


Price $35. See Mrs. Rhoades at 
Apt. A, or call B1542. 


ONE ROOM—And kitchenette, first floor 
private e.ntrance: steam heat, light an> 
telephone furnished. B2967. 


REALLY CHOICE—Apartment in modern 
home, private entrance; warm, clean 
also very nice sleeping room, first floor 
L6653. 


SHURTLEFF ARMS—645 So. 17th St. Lin 
coin's most beautifully furnished apart 
ments. One only available in this high 
ly restricted Building, where you wil 
find only carefully selected tenants, f 
desirable home for discriminating peo 
pie. 
Inquire Northwest 
Corner, 
firs 
floor. L6282. 


TWO ROOM APARTMENT—Second floor 


good heat hot and cold water; reason 
able. F8025. \ 


APARTMENTS—UNFUR.' 


D ST., 1901—Delightful four rooms: bath 


hot water heat, 
electric refrigerator 


front and rear entrance, adults. 
F3135 
F2526. 


THE CONTINENTAL COMPANY- 


INSURANCE AND INVESTMENTS. 


11TH 
& O STS. 
PHONE B-66S1 


i'A AND 6% INTEREST—On your savings. 


Every dollar backed by first mortgages 
on improved real estate conservatively 
Tamed. Union Loan & savings Associa- 
tion. 


MONEY TO LOAN. 
40 
ARTHUR'S BEAUTY SHOP- 


IT ALWAYS PAYS TO LOOK WELL. 
AUTO LOANS 
_ 
FURNITURE LOANS 
1317 O ST. 
PHONB B-3614 
Refinancing 
Payments Reduced 


PLAOK'S BARBER AND BEAUTY SHOP— 
MOTORS FINANCE 
"Hair and Scalp Specialists." Home of I 
»18 Federal Trust Bldg.—B-S271. 


LeMur Permanents. 1122 N St. L-4023. AA-l AUTOMOBILE—And furniture loans; 


lowest rates: no signers: easy terms. 
United Finance Co.. 117 No. 14th. B5076. 
BE SURE—To enjoy a Croquignole Per- 
manent. Special complete $4. Lindell 
Beaute Shop. 
B2149. 


BRADF1ELD BEAUTY SHOP— 


MARCELING AND FINGER WAVING. 


2786 SOUTH ST. 
PHONE F-748» 


DE LUXE BARBER & BEAUTY SHOP— 


EVERYTHNG IN BEAUTY CULTURE. 


17TH & SOUTH STS. 
PHONE F-4725 


KINDY OPTICAL CO.— 
Efficient and Reliable Optometric Service. 
1343 
O ST. 
PHONE B-1153 


TUCKER-SHSAN— 


REGISTERED. OPTOMETRISTS. 
1123 O S. 
PHONE B-1 


CHIROPRACTORS. 
29 


ASHWORTH—Chiropractic Offices. P»lm«r 
graduate. 402-408 BronmcU Block, 
Of- 
fice B2478. Residence L4079. 


CRABTREE & CRABTREE— 
Specialists in Chronic. Nervous and 
Female Diseases—130 N. 16TH ST. B-1371 


HELP WANTED FEMALE. 
39 


IJNCOLN S C H O O L OF COMMERCE— 
Placement Bureau can help experienced 
office workers secure good positions. 
See Mrs Marti, personnel director. 


WE CAN USE THREE^Young women~who 
can devote full time: steady position, 
about $25 oer week to start. 
Applr to 
Real Siik Hosiery MlUs. 325 Sharp gldg. 


HELP WANTED MALE. 


•» FORD ROADSTER—Priced 
to 
stlL 
McGerr Motor Co. 3T43 O St. 
" 


1S29 PONnvC^Foar^boor Sedan! Se-r 
tirej low miles ce. motor 3n line sh»t>e. 
Priced JCT. Lincoln Baitl:._33ta and <}. 


I?» STUDEBAKER D3CTATOH ~SEDAN— , 


SS2S; 3S28 Null Landau Srdsn. J4M. GOOD JOBS OPEN—Fttr trained jnfa in 


Wccfe Days and Saturday Nights 
APPLY NICK CASALE 
Nebraska's Jfcstest Grossing 
Newspaper. 


Rorhl Nasli. 343* P S1~ 


1930 BJJICK—Mte nt*. 3JCS Narh Sedan. 


~- ' coafliUon. Wcthrrrll Molort. 3700 
P St. 


1931 CHEVROLET COCST-SiT jntm«« 
old. a r»l trey, two, Tbt Atrto Sjoiuj Jt 
_Flgaa<-g Co.. 3SS4 O St. 
B3S€S. 


1J3B 
FORD 
TTJDOR—Good 


. ^ 
, 
at a odock Sunday afternoon at 
CasUe. Roper and Matthews' chapel 
with Rev C. H. Watortt offJciato^ 
Charles Putney will sing. Masonjc 
01 be«hcM * «* 
cemetery. 


AUTO REPAIRING. 


PATXE MACarSs 
CO.—Acrtjleae 


_JI 


elpctric "welfiln?. al«c> TrrTj^ral macliine 
3ns_So. Plh St. 
BS32S. 


A 
TATLOH—Expert 
rafllatorl 
and bpir rtpalrJac. 237 So. 33th 
~ 
S3SSO 


street. She 
twenty-eight years of aw. 


her husbalS. 
, 
. 
M, Mann of Shenan- 


****>**• te* EL 


Withoot Driver.—Staaiari Rmt-*-Car 
3337 _P ST. 
PHONE S_-3$<4 


NEW CARS FOR RENT—WJttrot arifsr. 
C»;iJta3 Auto Utrrr Co, N. W. Corner 


COAL—WOOU. 
II 


SBv-Sfflwvafcs]^ 
JJviJS? ft ^3ba Brown's mm 4 


COAI,^ THAT HEATS WJTS?OTJT~s66T- 


S35,'? sl-_ SW^tTO' C°'1 * ^"fl C°* 
:APTTOL CSTY "crjAL-JC o a~ 
" ITT 3-JCjrt, S7.SP. 
R-fl Hot. J7. 
b'.V.sr. B33SZ 


r3«trlenT or aato work. Train !n 
California shops. Earr to Iram, 
No 
jircTiras «tper3rnc* n»«5«a. Earn room 
anfl 3>oara wJU3» 3*amtas. Free tsnploT- 
ra<-nt swrJce. Only cxjwnse Is 3ow toj- 
tioa. lest ranroafl Tare. Writ* lor Jr« 
hook. 
Explains 
everyUjlnr. 
State 
•whtthrr Saterejard Jn rJtctridty or a-B- 
los. 3!atioaa3 mtttrleal & A~aio School. 
Urpt. A-25. 4000 S. rafaeroa, Los An- 


OFENTSG—For two auto wilcsajta. Op- 


T)D»anltT So cnj>3t»5i» on Kn festert 
nilliae car an the snarket. RriistV ron- 
OTTO •with rtronjt clientele. 
No «rr«ri- 
«ice neoesiary. 
;t?rerroccs 
xrtraircfl. 
14th and M Sts 
BSRM. 


WAJfTED — TJL«tr5ct »n3 state 
Tnanapm 
i-v soaifaiiag •tT.tlr-ly nrw. Call 


WAT: TED— . wo men who can h» 


with rc«t«or*jJjilKr. lor ptrjnaatnt r>o- 
MtJon; *^^.0 per week io xtart. 325 
_S?i«ra Slflg. 
_ 


let rr.»atiIactiirJr>c. Flans. 
fattorr oTffrs an<5 whfri sasaples. JOc. 
SarcaJn HOBSC, DlrtrSch, Jdsho. 


SALESMEN—AGENTS. 
— IJiJirfirBtteE ar'Tit 


that 


orSoap. 
-.fro 
f 


Wrils 


DAVIS. KATHRYN. BEAUTY PARLOR— 
Marcels and Finger Wax'es, 50c^ 


OWL BARBE3 SHOP. 1410 Q. 
B^7515 


HELEJJ E. WARE'S PERM. WAVE SHOP— 
The AVtar-Well-Wave by Miss Ware and 
Ass'ts. 
complete Permanent $5—Finger 
Wave. SOc. 407-9 Sec. Mut. 
B-5235. 


LEA1NA 
BEAUCHAMP-^pecializing 
!n 
Croquignole Push Wav« Permanents— 
Unl Beaute Shoppe. 140 N. 12th. B-6470. 


FENINGER'S BARBER & BEAUTY SHOP. 
Parceling. Finger Waving. Permanents. 
1417 SOUTH ST. 
PHONE F-2388 


REALISTIC AND LcMTJR STEAM PERM. 


Marcels SOc. Wright's Eeautv Shop. 
302 SEC. MUT. BLDG. 
PHONE L-4949 


SHREVTETS BEAUTY PARLOR—For Indi- 
viduality, linger waving sj>d raareellng. 
Me. 17th and Garfled. Fhcss F7048. 


SHELTON PERMANENT WAVES— 
Day and Evening 
Appointments. 
2724 HOLDREGE. 
PHONE L-973S 


THOMPSON BEAUTY PARLOR- 
FOB THE LADY WHO CARES. 
21» NO. I2TH. 
PHONE B-279« 


BUSINESS OPPORTUNITIES. 36 


A GOOD PAYING—Billiard parlor in lin- 
coia: wlU sell or trade lor well locetd 
house, acreage or eighty. See Mr. Ma- 
son. 340 No. 32th St- 


AN AUCTION—Of 
"The Links Indoor 


Golf Coarse." at 3421 ~O" St.. Satur- 
3ar. January 10, at 7:30 p. m. This Is 
very hi$h class equipment and will be 
sold complete, including lighting and 
electrical fixtures. All cqnlpment suit- 
aMc for outdoor coarse, and easilr 
moved. L. E. Miller, Owner. Forkc 
Bros.. The Auctioneers. B1452. 


BUSINESSES—Roomlnc houses. 6ot«U for 
sale. Jots for nurses, hotel and drug 
clerks. F Kslctt. gcters Tr. Bld^ Omaha! 


FOR SALE— Milk route, transfer and 
tnjci*. Milk alone p»-,:ag $25 a dar 
_Box_2t«,_Fremont. jStljr. 
FOR R£?rr— Sf vtnt«a~ rooms, 331 So. 
30th. 
Sooin* all 
larnlsheiL 
B42S2. 
_ 
__ 


GOOD PAYING— Oil station on the hlfh- 
•a-ay. Want SO acres: apartment house 
lor suburban residence or a Ihlckra 
ranch. Jour and B fli->- room Son?*' 
J200 cash. 
Jalanoc 
3Jte rent. 
C«13 
LM'a SurjJay and ewniaes. 


PARTNER — Wllh iS.ODorso" Invest )n well 


«ea6t. Win lake $3300 cash. Balance 
caa be uaJd Sn out of receipt*. Prefer 
jaaa wjth Jnjslncsji experience, out not 
necessary. Most be able to take actJre 
part 6y March 1st. Address Star, Box 


OPPOHTJlNlTY— For jrooa" *ato~«fectr£ 
«an aad rcnalr man. Space lor real 
to fatsbllthea oaSftesy shop. Reasonable 
rtnt, cmh or per rent. Star SSS. 


SHAMROCK CAFE—For *»>. SIB M St. 


WANT TO BI7Y—Drosr Store Jn Llnroto. 
AfdrcM Star 500. 


INSURANCE. 
37 


FEDERAL TRUST CO — 


INSURANCE AND COURT BONDS. 
FEDERAL TRuST BUX3. 
PHONE 3-3271 


GATES INSURANCE AGENCY 
CITIZENS STATE 


_ _ 
_ 
SIC3CSfESS X"N D ACCIDEJiTT— iS 


TJ »r«t Sn- «I fl!« 
»33F"d'ral Trott 


AUTO LOANS—At Jow rates through Ne- 
braska's 
largest 
company. 
Securities 
Investment Co., Lord Auto 
Bldg., 1640 
•O" St. 


I 
JE LOANS 


dJI STATE LOANS 
McCUHLEY 


555 Bk Comm. Bldg. 
B5161 


LOANS J50.00 UP—TOTAL COST PER 


J100.00 FOR 1 YR. M.90. TOTAL COST 


PER »10Q FOR S MONTHS J4.45. STATE 


SECURITIES COMPANY, 124 S. 32 ST. 


LOANS—Diamonds, automobiles, furniture, 
stocks, bondx 
Licensed by the . state. 


bonded to the people. Legal rates, easy 
paysntats. Industrial Loan Co., 112i P. 
B1550. 


MEET YOUR 
OBLIGATIONS 


Confidential Joans. *50 to $300. on automo- 
biles, furniture, radios, stocis and bonds. 
Loircjt Rates—Easy Terms—Jto signers. 


AUTO LOAN AND 


FINANCE CO. 


B3565 
Corner itth * O 


MONET—For your Immediate need?. We 
loan jnone* on automobiles, or refinance 
Tour present contract, rednclne your 
jia-raients. 
Lcsal 
rates: 
confi<3«au»l 
scrrjct 
F«3er»t<H5 nnancf 
Co- 332 
Xafl Bank of Commerce, Fhonc 32735. 
J7SOS after 6 p. B). 


MONET TO 1OAN. 


OF LINCOLN—City Tfal «<eiaie and ?c*- 
larm 
lanflj:. 
CaJl 
or 
Trust Co. 


MORTGAGES. 
41 


Mm crrr MIANS—AI :«»cst rafx. 
. Wood^raril BrollitTJi. 511 


TUchards BJoct 


INSTRUCTION. 
41 


A B C SHORTHAND—la 30 
Tidoal 
SnslrocUon; 
M«ns. 
DJcWnsoa 


SErcreUrt*) School, 203 IUeli»rd» Slock. 
E2161. 


I<EARN BABBEB SCIENCE—TSe* snttliofl. 


•fijiaH tuition. W»pcs paJfl- Wort-crn Trl- 
Ciw Bartr; OollTC. Wm. Franks. Mcr. 
j*rm«Bt plan. SIB P. Uncoln. 


LIVESTOCK. 
44 


LINCOLN TACKIXG CO. TABTJ5— W? 


•jdlJ Imr rwej aad csVOt. E32M. Raral 


__7«ZO alter 5 p. sa, _Georpe Broan. 
CUSTOM GRINDING— Anfl 3)ol»-«cs"snJ*- 
Inc •>rJth tour bora; groTrn Je^Ss *af« 
tvtijtMng. 
Jilidxcit Sop»3y Co, 3SW 
Tlnr. 
. 


SMS— One 
J*TS*T bull, snath'-r U 
tirfut):* ctrtt »nfl is a 
vrn'.e mn 
A tiarfaln. 
Heirot S'br. 


— H"i?"T cai:. 


n»l» rh 
rrcfl B. 


rURNTTURB AUCTION—Monday January 


12th. 12:30 p. rn. at 2330 Folsom street. 
All furniture 
from 5 room home, oak 
dining room set, china cabinet, library 
table, sectional bookcase, 
rugs, " floor 


lamps, electric pad. beds 
complete, 
dressers, chest of drawers. Ice box, ra- 
diola stove, kitchen range, congoleum 
rug, bedding, feather bels. pillows, lin- 
en, dishes and 
silvcnvear; everything 
sells, furniture c?n be Inspected any 
time. Ccl D. F. Bryson, Auct. J. E. 
Burroughs, owner. 


IF WE CAN'T SAVE YOU MONEY—We do 
not want to sell yju. Extra good buys 
in bedroom and dviing room furniture. 
Kellison Furniture Co., 208-212 So. llth. 
B4994. 


PORCELAIN TOP—Kitchen cabinet, »16; 
all stocks reduced for January clearance. 
Weeks & Son. 146 So. 10th. 
B2971. 


REMNANTS—Gold Seal Congoleum, 8x9, 
12.75; 7.6<ft9. »3.25: 9x10.6. $5.00; 9x12. 
15.75. 
Woods & Sons 209 So. llth. 
33511. 


STEEL 
RANGE—S15.00; 
3-burner 
gas 


- stove.. $12.50: walnut 
chest 
drawers, 
$20.00. Van Andel's. _l32_So^_10th. 


SPECIAL OIL SHADES—Sl.OO values «t 


SOr each: 9x12 Gold Seal rug, 15.95. 
Paap's. 235 So. 9th. L9547. 


Speechley's 


Furniture Co. Corner 10th * Q. 1,7950. 
SEWING 
MACHINES—Singer 
drophead. 
$12.50: new Home drophead. 18.50. We 
rent and repair all makes. 
Gourlay 
Bros.. 143 So. 12th. 
L8363. 


TO SELt. YOUR FURNITURE FOR CASH 
—Call B343S. 


UNFINISHED—Breakfast jet. $10.50: talk- 


Ing machine, S7.SO. Larson's, 24* So. 
tth. B2168. 


325 NO. 13TH—Three room, upper apart 
ment, all modern with sleeping porch 
close in. Call FZI28. 


11TH ST.. SO.. 820—All modern 4 rooms 


and bath, .front and back, porch. 
Cai: 


12TH ST.. SO.. 326—Three large clean 
rooms, $21.SO; 2 rooms 
$14.50; plenty 


of heat. See Mrs. Mills, Apt. No. 1. 


21TH ST.. SO., 115—Delightful 
4-room 


kitchenette and bath; 
splendid 
heat 
Towne. B3786 after 6 p. m. 


FIVE-ROOM—Modern 
apartment; 
heat 
frigidaire, washing machine furnished 
one year lease required. LT100. 


FIVE-ROOMS—Private 'bath. Ponce De 
Leon, 1000 E: 3 rooms, kitchenette, pri- 
vate bath, 1419 G. B4649. 


WE HAVE—An apartment available in th 


Orlo at 14th and K. These are so clos 
in and so cozy and convenient that the 
are much in demand. 
Living 
room 
dining room, bedroom, kitchen and bath 
Electric refrigeration. 
The First Trus 
Company. 
Heal Estate 
Department 
B1201. 


APTS—FUR. & UNFUR. 


FURNISHED—Unfurnished 
rooms 
an _ 
apartments, all modern, newly deco- 
rated, close In. four bolcks from capitol 
643 SO. llth. L4859. 
ST.. 2520—Two large rooms, sun parlor 
dressing room, kitchenette, bath. laun- 
dry, electric 
refrigeration. 
L9730 or 
B1939. 


T\VO-HOOM—And 
3-room, 
kitchenette 
and batb. all modern, close in. wel 
heated; very desirable. Phone B3228 or 
F4160. 


FOR RENT BUSINESS. 
63 


ROOM 18x25—Centrally located, adapted 
for tailor, shoe shop, real estate or In- 
surance: reasonable rent Inquire 1026 N. 


MATTRESS REPAIRING. 
SI 


LINCOLN MATTRESS, co.—Tour oioTe 
ton mattress made Into Inner tpiin| 
mattress. Feather* mada Into n»Ure*a. 
B2818. 


MUSICAL MERCHANDISE. 
53 


NEW GUITARS—»».50. $9.50 and $10-50. 
New portable phonographs at $13.50. We 
repair alt makes of phonographs. Gour- 
lav Bros.. 143 So. 12th. 
L8369. 


RADIO SETS, ETC. 
54 


CALL B-5152 DATS—F O 520-W nights, 


for expert radio service on all makes. 
Lincoln Radio Co. 


CLEANING UP—All sa-mple radio set* at 
factory prices. Also a few lamp bar- 
Cains. Western Electric Sunplr Co. 
2115 O St. 


USED RADIOS—Many snakes, at unusually 


3of price?. Gold & Company. 


Jl.OO—ON ALL SERVICE CALLS—Reliable 
irort. 
Immediate attention to 
your 
radio. S»ti--rcation tuarant«»<J. Nebrast* 
Radio Laboratories. L4122. 


SEEDS—PLANTS. ETC. 


FARM RSLrEF—Plant sw«t 
c3or»r 
in 
pl»c* of corn or tfbeat. 3t pavj tn-ti»r. 
ST Grand GroMrr. 3000 f St. 
Ear]? 
Jjaytrs -»T1 sart money on ,*w3 «* 
droiiUi section', have beta taring sweet 
c3or«T in a Mg -guy. 


WEARING APPAREL. 
5€ 


CLOSING OUT—All orrreoats, prices as 


SOT a^ $l.«o said op to $1S.OT. 113 So. 
JOUj. 


FOR &XUK—OptMtrora Jur coat. *lse 3*. 
<*t»p; »l»o Hoov»r attachments. Call 
F40M. 


ROOMS WITHOUT BOARD. 59 


X ST.. 1W1—Nicely Itirnlrtipfl -r»rm roam. 
farait. $10 per month: private jnoaern 
tiome: gtmUernm preferred. 


ST, 3633 — Nice warm *le?plnE rocsn lor 
rent, alto garage, clout in. B5i'6. 


13TH ST., 3?O«" 320 — Room 
Jn 


$30 t>«T 
L.S322. 
liome. e3o« in. Jitmje 
aonUi: liB'lgBBi f^rls 


3CTH ST., SO™ S34 — Two larce 


«1e <m ennjlte; ^CTtleara pirferrefl. Call 


JT7CELT TTTRJJ7SHED SOOM—Jn »7«rt- 
in«nl Tor rent. Oose Jn, Call TJKS92. 


122 NO. 33Tfl 
*r-3 
Scrrt*—r 


PHONE S-4MZ 


(AS. 


ROOMS HOUSEKEEPING. 


G ST., 3326 — Two rotmiB. JtiTTJi*h»'J 


;.tf,t 
1»w3«»kf*7>ine. 
»»ry 
rfason» 
rj"*r capital. Ta])::nz 
<Cl«.ljjrj^. 
P> 


CAFES—RESTAURANTS 
38 


rinl 
CAFE— F-msrrtT Callefs. St>». 
SXfti *nfl Chc-pi," 417 So, 33«x 


I H W CH7TWCK5D—Hint ijiRro of-T_Jor»l 


Hi-^At prJr^ pa.d. 
B2524. 


THTRTT^TONS~SlLVGX^Fc.Jr~"cwB~H'.'!- 


f~e.a milch ccrr« sn-J yo-ang 3ro:i. T. W. 
Porter. R, S. LJr 


i ?ST.: 


_ __ 


rooms. 
,. rj'«t 
r..g 


R ST. 
332$ — T»& tif j-rcom, 


?t!TnJ<Jwrt. oak Doors, 
. 
. B«3C3. 


STOREROOM. 25x25—Located at 1623 O 
St.. for rent. Call B1128. 


STOREROOMS—Retail 
locations; 
office* 


furnished or unfurnished: room for smal 
»hop: apartments. F. D. Eager. B214L 


FOR RENT HOUSES. 


D ST.. 2250—Seven-room modem house. 
Inquire 3432 Mohawk. 


R ST™ 304S—Ten rooms, strictly modern 
hot water heat; 2810 Holdrege street 5 
rooms, modem, hot water heat, gas "or 
Coal burnrr; 2729 Arlington Ave.. " 
roomr. strlcly modern. B2S6S. 


U ST.. 2302—Six-rooms modern house. In 


KQQd repair. $30. Call M2441. 


VINE ST.. 5715—Five lar«~roomsT bath 
and pantry: modern except lurnaee. 
Owner. 312S Vine. 


KOJI EXCIIANGE. 


JJTH ST_ SO.. 3245—Modern 
btin«ii3ow. 


«>. Woodward Brothers. B2533 or_FS131. 


J3TH ST., SO.. 3325—Six" rooms, 
3 CO I 
Prospect, S rooms, all modern, F5351. 
1345 
SO. 33U). 


ALL 
MOD»!.V_ Fiv»-rooin 
IruntaJow, 
ShTridan wJiool <31stri<a^ Owntr. FE243. 


FOR 
rated. Jrath. 
. 
r. 3433 E. B3«S«. 


FOR RENT—Modem S-room collate, «r- 
atr, 30"3 S. Call F5567. 


FIVE-ROOM BUNGAI/JW— A31 mwJtm m 
St. Marys ATT_ Jor rent trtUa garajt; 
r*f<r>not_rrcrairfa. F O 30?. 
__ 


Moving? Call Mar Var, B6764; 


careful, courteous piano and fur- 
niture movers and packers. Fair 
priccs._ Hrcproof jKarehouse.^ 


XODERIS BUNGALOW — FJiT room* and 
trsth. nfw3» ^fooratrf; oak Tlrwrs. j;»r- 
«ro 3M7 Park. 3MSHl «rBfl33. 
_ 
_ 
_ 


Six ROOM— Mo*«c 5mTi«Jow iitb "<r»r- 
airf. Onk Ilnlch, TBK Tlonr. rood cemiHI- 
tlon. 
The FJrrt Tmn "Company, H*»l 
E«ta1» rvpan-m-Til 
H32ni. 


FOR RENT HOUSES FURN. 
«7 


HOLDRBOE. 3TZ32—Fornlticfl 
rent. Call FffiS3. 
lor 


4STH ST« JSO, OT27—5np -wen ftiraJsh'?a 
btraealow. «ood n»3j5hbort)oo4, ver« oe- 
slrabH-. Mr. Anflrcws. 
B3430__or_BS3«l. 


EIGHT—Room. »H Tflr/fltrn booee, dtmble 
«a«pe. -Jtar OcnrraJ Hospital $»O.OD. 
Can rent rooms. L«33<i. 


TOR RENT — An »1ehl 
sliffl how vJUi t;rown jnoflTn J-or- 
ir»jr*: nine t>lort« 
_ 
_ 
_ 


FOR RENT—AT] moa^ 
r, 
xtrxg*. 


35*23 


_ 
S-rwym 
pf.lns, 
r 


T*nr«. 
. t-)r!Tj 
. F3i)37. 


STX-SCOM— 
Jn, 


IV T»»T. 
St. 


_ , 
_ _—- 
(iS 


FOll SALE-Equity in lo acres on Krav- 


?, ""d, °r ' ll'"hw»J>- 15 mlnuttdrlv" o 
h und o. SlN-room house, burn. K«r- 


clilckon houjr. hog »|,Pd und brood- 
I?'""";,/0,11"11; n'u" '""• '"nibbrry. 
«"*. Idenl plaie Jor poultry; ii>iKht 
H er o'M»-w.Iopcrly: wm aa<:rin«- 
^ 


wry. G40-«cie .tock-f "nln "nrm" lor lurl 
i)408l'' StllCIBl stock' 
Owl>«. 
BH3J. 


JKAKMS—-ACKEAGKS. 


the 


Larson, 


70 


liiiprovcd sub-Inigatcd 
farms, in 


lattc \alley nt CeiHral 
Cltv. Well 


improved corn mid nlfnUa fnrms that 
nc\er fail to produce a crop, at $120 
puer acre, only one-third cash, balance 
attractive trrms. Possession 
March 1. 
}\rl c or better sre M. A. 
Lars 


Healtor. Cemral_Clty._Neb. 


GOOD 80-ACRE FARM-For rent, close to 
__Lliicojnj_rcfereiic_ei. required. 
F3420. 


IF YOU HAV&l Foresight «ud ImaRlna- 
tion .\ou will ji.vest In southeast acre- 
age now bcioi- they start drilling. The 
sky will be tl.c limit later. 
Call B1543 


ajid I will thoft you these choice tracts. 


NORTH NEBRASKA RANCHES 


PROBABLY THE GREATEST—Investment 


opportunity of today is in the ranch 
country of north Nebraska. 
Ask for 


catalog of our 
well improved, small 


ranches. 
J. c. Price. Lincoln 
Joint 
Stock Land Bank, Lincoln, Nebr. 


PLATTE VALLEY—Sure crop farm, 160 


acies under pump irrigation, near Cen- 
tral City, with a complete set of good 
improvements in first class repair. 
Will 


sell on attractive terms, or will rent for 
cash with option to buy. 
Wrltr. or 


better see M. A. Larson, Realtor CentraT 
City. Nebr. 
"^ 


SOME SPECIAL FARM BARGAINS—For 
March 1st settlement. Chns. A. Herman, 
Realtor, 402 Fed. Trust Bldj. 
B5336. 


FOR SALE HOUSES. 
7 


A NEW HOME FOR YOU. 
I will furnish lot and build a new 6- 
room English or Spanish home for 
you. 
complete, garage, tile roof, extra 


good constitution and equipment, for 
J6.600. Will finance on liberal terms. 
Other plans and lots on some low cost 
arrangement. 
Call for colored house 
Illustrations. 
F8882. 


AUCTION SALE — Monday, January 12, 


12-30 p. m. at 2830 Folsom street, across 
form Stafrp Hospital; this is a good 5 
room bul.0>ilow In good condition, well 
arranged, nicely located, fine lawn and 
shade, paving paid, on bus line, 3 stall 
garage, henhouse. Jot 50x330 feet, this 
will make someone a good comfortable 
moderate priced home. 
Open for in- 


spection from now to day of sale. Im- 
. mediate possession, easy terms. Col. 
D. F. Bryson, Auct. J. R. Burroughs, 
owner. 


SHERIDAN BLVD., 3341—Small 4-room 


bungalow, garage at rear of lot. Mod- 
ern except heat and gas; $1600 on good 
terms. 
We value this 
lot 
at 
11500. 


B1410 
or B5558. Mr. Griggs. 


FIVE-ROOM HOUSE—Garage 
»nd 
two 
lots. 5158 Starr. $20. Phone M2642. 


SMALL 
COTTAGE—On 
half 
acre, 
in 


Southeast Lincoln. Just the thing for 
growing garden and raising 
chickens. 
For sale ny owner. Phone F3298. 


REALTORS. 
73 


WOODS BROTHERS COMPANY— 


"REALTORS." 


132 SO. 13TH ST. 
PHONE B-6744 


BUS LINES. 
74 


NEiV BUS SERVICE—Between Lincoln and 


Belletllle and Ealina, Hutchlnson and 
Wichita, leave Lincoln k a. m. Fuithcr 
Information. B2943. 


LEGALS- 
75 


AUCTION SALE. 


Notice is herel/y given that The C. R. 
I. ic P. Ry. Co. will sell at Public Auc- 
tion at its Freight House at Lincoln, Hebr., 
on, January 19, 1931, at 10 A. .M.. ship- 
ment of 1 sewing machine consigned to 
O. E. Ghormly; said sale to be held ac- 
count shipment on hand and charges due 
and unpaid, and in accordance with para- 
graph IB) and (C), Section * of the Uni- 
form Bill of Lading. 


NOTICE TO BIDDERS. 


On January 27, 1931, at 10:00 


o'clock, A. M., the Board of Control 
at its office in the. Capitol Building, 
Lincoln, Nebraska, will take up the 
matter of awarding contracts for 
the year 1931, in the following lines 
of merchandise, the same to be de- 
livered to the various institutions 
from time to time as ordered by the 
Board: 


Lubricating oils, cup greases and 


axle grease (about 8,000 gallons oil 
used last year). 


Drugs and Hospital Supplies. 
Incandescent Lamps (over $2,500 
per year). 


Boi'er Compounds. 
On the above date the Board of 


Control will consider Propositions 
for the above classes of goods on a 
flat discount basis, as well as on a 
basis of a flat price per article, to 
prevail during the year. 
BIDDERS WILL TAKE SPECIAL 


NOTICE THAT THE BOARD OP 
CONTROL HAS NO SPECIFICA- 
TIONS, the bidder in each case be- 
ing required to guarantee goods to 
be of standard grade. 
In bidding on oils, bidders must 
use the blank furnished herewith. 


All proposals shall be submitted 


in writing on or before the time 
mentioned above. If bidders care 
to make any remarks on their pro- 
posals, they will be heard at such 
lour as is mutually agreeable. 


The Board of Control reserves 
;he right to reject any or all pro- 
posals, or parts thereof. A certified 
check for $100.00 must accompany 
each proposal as a guaranty of good, 
Taith. 


BOARD OF CONTROL. 
O. R. SHATTO. Secretary. 


Plan to Unite Northern 
Railroads is Abandoned 


Rail Chiefs Say Impracticable to 


Carry Through Plan of Assurinc 
Independent Burlington System. 
NEW YORK, Jan. 10— <INS»— 


Abandonment of the plan to merge 
he Northern Pacific railway and 
he Great Northern, the so-called 
HH3" roads, was announced here 
oday in an official statement by 
Charles Donnely and Ra:plj Budd, 
presidents,, respectively ,ol the two 
roads. 


The statement of the two prcsa- 
cnts said that until recently they 
ad hoped to evolve a satisfactory 
Ian of merger and that, -were It 
01 "irnpraclteahte at this time to 
carry through the plan of assuring 
an independent Burlington system, 
we should have submitted to the 
nteretate commerce 
commission 
reasons xnorc convincing than ever 
vhy the unification of~lb« North- 
m should be authorized.*- 


.ATTENTION LIFE INSURANCE 


MEW. 


Wp art srtaj; on the BnoeJi Man- 
**i-r plan and nj??- '» establish * 
district in Lincoln. 
We 
JoiTilrtj 
complete 
training 


cyuT'f lo »r«its. 


V?e offtr both j>aiUclj>*Utic W0 


Tio^-parUUpaime voUcJiw. 3nf.or- 
)ne from em? flu-/ <<I tgt to 70 


jr><ft 
OUT ret f/rt 


eojn jx-1 11 )rm. 


To tti» rieJil Trj»n •«•? f,Tf>-T J 


to tuDd x «rr»»t f'jinr*. 
— Stlurr »j><3 


C07T"-p'JT)l!'W'' It 
f «• 1r»r» »»!(J T>*'>'3'.1'rr*. 


SA7TWA1, VKKKRVK t.5T« 


K COMPAQ? 


S IX 
THE LINCOLN S T A R -S A T U R D A Y , JA N U A R Y 1 0, 1 9 31 . 
USE STAR WANT ADS FOR BAR6AINS AND OPPORTUNITIES 


LINCOLN STAR 


Ad» ordered fo r »even tim e* »nd stopped 
b *for* e x p iretlo n wtU b« charged for only 
th e num ber o i tim e t th e *d appeared and 
a d ju stm en t m ade at the rate earned. 
C a re fu l atten tio n Riv en to m all ordert. 
C ash 
in 
fu ll 
m ust 
accom peny 
out-of- 
to a n advertU em enta. 
A d verttsln e offered fo r lrre * u la r Inaer- 
tlo n i take« the one tim e rate 
No ad is 
taken for le*a th a n a basla of th ree line«. 
E rro r« In ad vertisem en ts ahould be re ­ 
ported Im m ed iate ly 
T h e S ta r w ill not be 
responelble 
for m ore 
th an on« Incorrect 
tn.serllon. 
C L A S S IF IE D A D V E R T lS IN a R A T E S 
D a lly 
ra te 
fo r 
consecutlv« 
Inaertlon«. 
C ount »1* average w orda to a line. 
These 
apeclal 
cash 
rates 
ap p ly 
ttr «d ve rtU tn g 
p«!d for w ith in seven d ay« a fte r last In- 
«eitton. 
M in im u m ca.sh ra t« 1» 3« cent«. 
C a*h rat« per line per d a y: 
1 T im e ............................................................. j»- 
3 T lm e i ............................................................ IhC 
7 Tim e« 
.................. ......................................... 
T h fs e office« are open to receive a d v e r­ 
tisem ent» from 7 00 a. m. to 10 00 p. m., 
d «lly. 
A ll ad vertisem en ts received up u n ­ 
til 11 SO p. m . w ill ap p ear In all c ity ed i­ 
tion« the »«m e day 
A ll ads received be­ 
tween 
12 So p 
m 
and 10 00 p 
m . w ill 
appear In a ll ed itio n * the follow ing d ay. 
P H O N E Y O U R C L A S S IF IE D AD. 
B 1-2-3-A, 


D c a tb e 


R IL E Y , C A L V IN — The 
body 
of ' 


Calvin Riley, 18, will be brought to ' 
Lincoln Sunday evening. 
Funeral j 


services will be 
held 
at 1 o'clock 


Monday afternoon 
at 
Hodgman’s 


cliapel. 
Interm ent in Wyuka. ____ | 


YO U N G , E L V IR A —The body 
of! 


Mr.s. Young is at Ca.stle, Roper and ' 
Matthew'S’ chapel pending funeral ! 
arrangemenUs. 
Mrs. Troyer, Ladies’ Embalmer. Ad 


F U N E R A L D IR E C T O R S . 


B R # W N . A L B A . B-S9 30— 


Enodl®^ 
ClSì^Q 
11® 
!S®dl 


N u m b e r e d a c c c r d ln g to t h e p o s i­ 
t io n In w h ic h t h e y a p p e a r In th e 
s e c tio n . 


B R O W N . H e-N R Y B ,— 
U n d e rta k e r 
and 
A m bulance 
Se rvic e . 
■iOa 3 0. 11 T H . 
B-6519 , B-29 07 
C A S 'IX E . R O P E R & M A T T H E W S — 
M O R T IC IA N S — A M B U L A N C E . 
1319 N S T . 
IPH O N E B-6501 
H E L M S n O E R F E R — 
R E S ID E N T IA L F U N E R A L H O M E . 
C O R 
27TH d£ Q 
_________ 
P H O N E B -4028 


i H O D O M A N 
M O R T U A R Y - 
1233 K S T R E E T . 
P H O N E B-69 59 . 


R O B E R T S ' ' 
" 
• j g S i J L S ' 
n i 2 P S T K E F r . 
P H O N E 
B-3353 
S P L A IN « S C H N E L L . M O R T U A R Y 
M O R T IC IA N S , A M B U L A N C E 
244-48 No 
llti* S t. 
Phone B6507 


W A D L O W ’S 
K 
S A 
V 
. 
"W e R en d e r T h o u g h tfu l Se rvic e ” 
1225 L S T . 
P H O N E 
B-6535 


________CO AD—W O O D ._________ 14 


P I K E C O A L CO .- Does not sell sooty coal. 
Phone B3635 tor high q u ality coal a t a 
low price. 
_______________ _______________ 
W E W I L L G n ' E —A 
special 
discoun t 
of 
25c per ton o ff our reg u lar coal prices 
fo r each of these ads retu rn ed to u*. 
Ind ep end ent Lu m b er & C oal Co., B257*. 
9*.3 No 
27tn bt. 


B C S IN E S S _ S E R \ T C E . 
15 
A. F. B E R G G R E N . W o o d la n d m etal p a t­ 
tern.», 
and 
m odel 
m aking. 
220« 
Y 
S t. 
Phone 
L 71 72 ._ 
_ 
____ ___________ 
iiJ R N A C E 
A N D T IN 
W O R K - P r 'o m p t 
A tte n tio n . 
Agent 
for 
W ise 
F u rn ac e Co. 
D ia l F O 309 
P U L L E Y S — Beltingt, 
brass 
tubing, 
sheets, 
lin t sh a ft bearings, m achtnist.»’ supplies. 
R ess M ach . W ks.. 221-23 3. 9 th. 
B3754. 


M O V IN G — T R C C K IX G . 
17 


F O R D D E L IV E R Y 
CO. 
— 
L in c o ln 's B e st 
M overs. W e give 8. dt H. green stam p*. 
223 So, 10th. 
Phone B329 4, _____ 


i f ' I T ’S W O R T H 
M O V IN G — I t ’s 
w 'o r t h 
m oving righ t. 
S u lliv a n T ra n s le r & Sto r- 
eea Co. 
B2111. 


L IV E S T O C K . 
44 


R E P A IR — R E F IN IS H IN G . 
18 


Wfe B U IL D -U pholster, 
decorate and 
re ­ 
p a ir fu rn itu re of all kinds. 
A ntiqu es re- 
juven.'ited 
M id w est 
F u rn itu re 
R e p a ir 
Co.. 1012 M S t 
B4241. 


P A IN T IN G — D E C O R A T IN G . 
19 


C A L L 
K E N N E T H 
P IE R S O N - F o r 
hang ing , 15c roll. 
B609 8. 
paper 


P A P E R H A N G IN G — W a n te d . 15c p er ro ll. 
Ph o n e B4137. 


P L U M B IN G — H E A T IN G . 


f o n 
R E P A I R 
W O R K — A s* 
2 0 


F L O R IS T S . 


D A N IE L S O N F L O R .A L C O — 
A Com plete F lo ra l Se rvic e . 
127 SO . 13TI1 S T 


n e ar 
as 
yo u r 
telephone. B8489 . Newberg de Bo ok stroin , 
1338 M. 


B-22,34 


R IG H T !» R E S E K V E U 


Apartments—Fucnlshed 
. . . . . 


Apartments— Unftirnished .. 
Apartments—Fur. & U n fu r.. 
Articles for S a le .- .................. 
Auto—Agencies ..................... 
Autoi for S a l e . . . . . . ............. 
Auto— Accessories—Tires 
... 
Auto Repairing ...................... 
Autos Wanted 
................ 
Autos for H ire ... — .............. 
Beauty Shojis ....................... 
B u ild in g — C o n tr a c to r s ............. 
Building M aterials .............. 
Bus Lines ............................... 
Business— Office Eqoip......... 
Busine.ss Opportunities ....... 
Bu.sincss S e r v ic e .................... 
Cafes— Restaurants .............. 
Chiropractors ....................... 
Cleaning—Dyeing ................. 
Coal—Wood .......................... 
Deaths .................................... 
DentUsts 
............................. 
Dogs— Cats—Pets 
................ 
Farm s—Acreages ................. 
Florl.sts .............................. — . 
For Exchange ....................... 
For R ent Business................ 
For R ent Houses 


I E N S U 3 W E L O R A L C O M P A N Y — 
j 
"0 * c a r * Flow ers " 
113 .SO U T H _1 4 T H S T 
P H O N E B-31S1 


62 
F R E D " lV E R S O N * F L O W 'E R S H O P — 
<:•> 
‘ Flo w ers for E v e ry 
O ccasion ’’ 
228 80 . 12TH. 
P H O N E B-1310 


5 2 G R IS W O L D . 
R O B T . S .— 
"F lo w e rs T h a t Plea.-se," 
8 
n o NO. lO lH . 
P H O N E B-1740 
9 R O S E W E L L F L O R A L C O - 


10 
W E T E L E G R A P H F L O W E R S 
H O T E L C A P IT A L . 
P H O N E B-3101 


B U IL D IN G M A T E R IA L S 
21 


L U M B E R — $25, $3.5. fath. $8: .'■ash door*. 
$ l up; 
p ain t, $2,75 per gallon ; 
roofin g 
paper, $ l 50 
T rester. 
B2868. 


C L E A N IN G — D Y E IN G . 
23 
C L E A N IN G P L A N T O W N E R S AND 
O P E R A T O R S O F LIN C O LN . R E L I ­ 
A B L E AND ’ IG H C L A S S S E R V IC E 


A P E X 
C L E A N E R S , 
D Y E R S — 
O ffice s; 
123 So. 23rd S t.; 32« So. 13th 
S t.: 1520 So. n t h S t.; 1427 No. 33rd S t. 
M . C L A R K _ K lN O . 
P H O N E B-3331 


B R IO H A M S C L E A N IN G dt D Y E W O R K S^ ^l 
M en 's S u its, Lad ie s' P la in W o ol Dresses 
C l. and P r , $1.00. 
23rd dt O Sts. B-3624 


B U T L E R S ' c l e a n e r s — 
T w e n ty Y e a rs of Dependable Se rvic e , 
^ 
P H O N E M-1679 . 
__ 


C R IT T E N D E N '" C R IT IC A L ” C L E A N E R S — 
M e n 's S u its and Lad le s P la in W o o l Dresses 
Cl. and P r 
$1 00. 
27th and R Sts, 
B5252 


C IT Y C L E A N E R S di D Y E R S - 
'W E K E E P T H E S P O T S ’’ 
1605 O s r . 
P H O N E B-2301 


F R E N C H C L E A N E R S 
D Y E R S - - 
" P R O M P T 
P E R S O N A l, S E R V I C E " 
1422 S O U T H S T . 
P H O N E F-4636 


L IN C O L n “ ^ L E A N IN O *& D Y E W K S — 
L E E W IO T O .N . 32« SO . I I T H S T . 
B6575. 
O E L H A A R S C L E A N E R S . 1324 N S T . B3316. 


f 


The Linco ln Sta r 
Wa nt Ads 
Bring Results 


Y O U R D E Á D S T O C K — Dlspo.ted of at no 
cost ro you. 
Prom pt 
s 'rv lc e . 
L in co ln 
R en d e rin g W orks. 
B4700. 


L IV E S T O C K W A N T E D . 


W A N T E D — C n o lera hogs, dead horses, c a t­ 
tle, sheep. 
P ro m p t aervlc«. 
C W . Sw lB- 
gle « Co 
B6864_____________________________ 


P O U L T R Y S U P P L IE S . 
46 


P U R E B R E D — W h ite R ock cockerels, $2 00. 
_ C a rl C lem ent. C e n tra l C ity . Neb^___ 
P U R E * BR ED -T^M am m oth 
R ouen 
ducks, 
$1.50; drakes, $2 00. 
M rs. E d w a rd N ew ­ 
m an, BilU n g s R oute. O orden, Nebr. 


A P A R T M E N T S — F U R N IS H E D 62 


NO. 25TH. 
860 
Tw o 
furnt!«hed 
ropm.». ; 
e l» ctrlc re frig e ra to r; 
gas heat, ho t wa- , 
_ _ te r ._ L89 76. 
C a ll evenlng.s, 
___ 
j 


R O O M S 
F o r light 
housekeeping 
In 
all I 
m odern home, al^o sleeping room , clo.se | 
In ; p rice res.sonable. 
B1570. 
j 


H S T . 
1'223, W A T S K K .A 
I f you w *n t 
a , 
.................. 
quiet, 
nlce’.y 
fu rn U lie d . 
ex cep tionally 
rl\E - K c H > M H O t'S E 
Fo r turnit 


FO R E.V C IIA N G E. 
6 8 
FyyR S A L E 
K q u u v ill 10 acres ©n grav- 
highw ay. 15 m im itt d tn e to 
lOtn «nd O. 
Si\-rooin hou&p. burn. ii«r- 
age ch icken hou.«e. hog shed and hrood- 
er house, young fn m tree.s, »hrubberv. 
P’H iltry, 
m ight 
tta d e for clear property. 
wtU sa crifice . 
C a ll 
F t) 
.S89 -W 


A R T IC L E S F O R SA LE . 
47 


2 1ST dt G .STS 


26 C lV lL lZ A llO N 
A F F E C T E D 
NO T * M O D E R N C L E A N E R S - 


43 'THE S P IR IT O F T H E M E M O R IA L ' 
2'^TH 
Y E A R IN 
U N C O L N . 


"Oj (W H IC H IS IN S T IN C T IV E IN T H E ' 


J 
H U M A N H E A R T ) 
B U T IT S EF- 
6 8. fE C T IV E N E S S ; M E M O R IA L S IN- 
63 I C R E A S N G 
P R O P O R T IO N A T E L Y 
6h, W IT H C IV IL IZ A T IO N IN T H E IR 


It wo uM pa y y o u to ma ke a n inspectio n 
Of the a ds in the cla ssified sectio n 
Befo re y o u pa y do wn 
On a ho me o f y o ur o wn 
And decide o n y o ur fina l selectio n. 


S A L E S M E N — A G E N T S . 
S2 


W A N T E D — O ne 
h ig h grad e oil 
salesm an. 
A p p ly 
M r 
F . 
H 
C o u lter, 
C o rn h u sk er 
H otel, 
F r id a y and S a tu rd a y . 


38 


S IT U A T IO N S — M A LE . 
33 


Y O U N O M A N —W a n ts w ork, 
reference.». 
L8179 . 
C a n fu rn is h 


S IT U A T IO N S — F E M A L E . 
34 


H O U S E W O R K — W a n te d , 
a n y th in g 
co n sid ­ 
ered. 
B1715. 


P H O N E F-2377 
_ J 
L A C E C U R T A IN S L A U N D E R E D - M r«. O ld t. 
F6320. 


P E E R L E S S C I,E A N E R S dt D Y E R S — 
323 SO . l l T H S T . 
P H O N E B-6731, 


-------------------------- - 
C L E A N IN G — D Y E IN G . 
A23 
For Bent H o U S M F u rn ..................................................... EN D U R A N C E AN D | h o w a r d c l e a n e r s - H ow ard D-EiTsIow u 
F o r B a l e H u i l w s . 
................................. 71 
T H E I R A R T I S ’H C W O R K . 
M gr, 
470« So. 
48 th 
phone F o 
41 5 


For Sale Real E.statc............................72 1 b a k w i c k 
L e o n a r d h — 
-------- 
B 43 2 3. 
2 44 so. i4th . 


Funeral Directors 
Good Things to E a t .............. 
49 
Help Wanted Fem ale...................... 30 
Help Wanted Male ........................31 
Hou.sehold Good.s ......................... 50 
ln.struction ..................... 
42 
Insurance ...................................... 37 
Invp.stments— Bonds .................... 39 
Jew elry— W atches—Etc....................52 
Laundries ...................................... 24 
Legal.« ............................................. 75 
Livestock ..........................................44 
Livestock W anted ..........................45 
Lodge Notices ............................... 
5 
Lost—Found .................................. 
7 
Mattress Repairing ........................51 
Money to Loan ....................... 
Mor.gage.s ................................ 
Moiiurnent.s 
............................. 
Moving—Trucking ................. 
Musical Menchandise ............ 
Optometrl.sts ........................... 
OsteopatiLs .............................. 
Painting— Decorating ............ 
Personals ................................. 
Phy.slcians ............................... 
Poultry Sunplies ................... 
Plumbing—Heating ............... 
__ 
Radio Set.«, E tc 
* ........................5 4 


Real Estate W anted.................... 69 
Realtors ......................................... 73 
Repair—Reflnishlng .................... 1 8 


h a lf- îa y 
work. 


2217 
O 8 1 . 
P H O N E L9 688 
K ÍM B A L L B R O S .— 
~ 
' - - - - - 
1701 P S T R E E T 
P H O N E B-4725 


L A U N D R IE S . 
24 


L A D Y — W a n ts 
h our 
C a ll L8820 
R E L I A B L E 
L A D Y 
W a n ts * w ork 
In 
hom e 
w ith "e ld e rly co u p le " or lad y «lone. Ad- 
dre.*s L in e o ln _ S t« r, Bo x 553.___ 
_ 


W ID O W — W ith sm all d au g h te r w a n ts po­ 
sitio n a t once as housekeeper or a p a rt­ 
m ent ca re tak e r, 
n e at, depend ab le, 
r e f­ 
erences. 
1202 P. 


I S E L I N ’S C A F E 


C A F E S — R E S T A U R A N T S______ 


C H IC K E N L IT T L E IN N — 
A C o m fortab le P la c e fo r the W h o le 
F a m ily to E a t. 
51ST ds O S T S . 
L U N C H 36c 
W I I T I S O U P 
1418 
O 
S T . 
B-79 77. 
A N D P IE 
ID EA L C A FE 


J O E H. E L L IO T T , Pro p rie to r. 
230 S O . 14T H S T .____________ P H O N E B-7888 


M R S . 
L U S H S 
D IN IN G 
R O O M — T h e O ld 
R .lia b le 
T h e B e s t 
H om e 
Cook 
M eal. 
1204 P S t. 


B A T H 
T U B S — $20. 
toilets 
$14, 
la va to rie s 
$5. sinks $4, range boiler» $7. to ile t seats 
$2; cash or paym ents. 
rre$ter_; 
B2868. 
T O R ~ S A L E — T w e n ty - horsepow er 
m otor, 
2-cyllnder 
com pressor. 
M2272. 
4844 
_ M a r t ln S 
t ________________________ 
K IN D L IN O — $3, $4 and $5 load; brick. $9 
M . 
a .u lt 
doors, 
$75 
to 
$125: 
steel 
1 
beam s, 2‘ >c lb. 
T re ste r. 
B2868. 


B U S IN E S S —O F F IC E E Q U IP . 
48 


T Y P E W R I T E R S — A dding 
m achines, 
cash 
registers, «ddres.»ographs, supplies. 
G e n ­ 
e ra l T yp e w rite r Ex ch . B5258. 
225 So. 13, 


S P E ID E L L d£ SO N . C 
E 
O R IG IN A L D E S IG N S S U B M IT T E D 
j 32« NO. lO TH S T 
P H O N E B-62S3 
T R U M P , W . J — 
2133 O S T R E E T 
P H O N E B-1501 


A M E R IC A N L A U N D R Y — 
A S e rv ic e lo r E v e ry Hom e 
P H O N E " B-3361 ___________________ 2241 O S t. 


B E S T L A U N D E R E R S - 
S w e e t and C lean 
2249 O S t. 
____ 
P H O N E B-6531 


P A R A M O U N T L A U N D R Y C O — 
Fo r sk ill and care beyond com pare. 
F2373 


T H E E V A N S - B 6 9 6 1 


837 So. 27!h 


P E R S O N A L S. 


C A P IT A L S H O E R E B U IL D E R S — A nnounce 
big reduction, 
.Men's rubber heels. 35c; 
I _ lAdle.»', 25c. 
1238 O St. 
L7147. 


. « I L E T U S C L E A N — Y o u r fu rn ace now by vo«- 
uum. 
t^ulmby F u rn a c e ic R oo fin g Co 
P2,568. ________ 


N ty T IC E 
T O 
D O O 
O W N E R S —B u y 
your 
license th is m onth, 50c o ff if purchased 
5 3 1 _6efi> re Fe b ru a ry 1st. 
H u m an e So ciety, 


27 
p r i v a t e 
m a t e r n i t y ' h o m e 
F o r 
un- 
o q i 
fo rtu n ate girls. 
B ab le* cared for 
P rice s 
reasonable. 
3407 
L a fa y e tte 
S t. 
S t. 
Jo.seph 
Mo, 


R O O F A N D G U T T E R * W O R K — 0 1ven ~lm - 
m ealate 
atte n tio n 
Q u lm by 
F u rn a c « - 
R oo fin g Co. 
T'3588. 


B E A U T Y SH O PS. 
35 
L IN C O LN A S S ’.N. M E M B E R S 


B E N S IM O N dr S O N S B E A U T Y S H O P — 
" r i l E S H O P O P IN D IV ID U A L IT Y ." 
1221-27 O S T 
P H O N E B-329 6 
i B O B E T T E B E A U T E S H O P - 
IN D IV ID U A L H A IR D R E S S IN G . 
1218_M S F 
_____________ 
P H O N E B-5507. 


B O N T O N B E A U T Y S H O P P E — 
W E M A K E L O V E L IN E S S 
L O V E L IE R . 
440 SO . 13TH S T . 
P H O N E H-3487 
C O R R E L L S (O la d y s i B E A U T Y S A L O N — 
R e a lis tic — Pe rm a n e n t«, V ita T o n ic F re d ric k 
D R . A. B . 
W A L K E R . B3835— P h y s ic ia n and 
816 S H A R P B L D O . 
P H O N E B-29 36 
Su rgeon. 
C h ro n .c diseases m en and wo- 
e m M E C H A M P E 'S * B E A U T Y SH O P^ i; 
men, 
h e alth ex am in atio n s. 
1U 3 O fat. 
O u a-an teed P e rfe c t P e rm a n e n t W ave«. 
H. C. C R A B T R E E - M . 
U .. 
D. 
C.. P h . 
C, S E A R S - R O E B U C K S. 
P H O N E B-6871 
S p e cia list 
in ch ron ic, 
nervous 
and 
f«- • v q O U E B B 'a u T Y “s h 
o 
^ 
m ale disease«. 
130 No. l« th . 
B1371. 
; 
sH O P O F D IS T IN C T IO N 


Ex p e rt Lau n d erers. 
R e.ipon»ible C lean er«. 


P H Y S IC IA N S . 
25 


D E N T IS T S . 


- I 235 S T U A R T B L D O . 
26 


P H O N E B-252« 


L O S T — FO UN D . 


C H IL D 'S L IG H T B L U E P U R S E -Contaln- 
in.ig 
m toget 
fo u n tain 
pen and 
pencil. 
l'»*t. 
L76.19. 
R ew ard . 


»nd 
Inno- 
..............................22 . 
d e l t a 
p h i g a m m a 
A ca cia "a 
. 
B o a r d .............................. 5 8, 
cent* pm » 
lost. 
B in d e r 
plea»« 
retu rn 


Utooms wanted ............................. 61 1 ow ner and receive rew ard . 
B39 07. 


Rooms Without Board............... 59 
d o s t 
L a d v » blue 
jacket, 
between 
22nd 


Room« Hou.'tekeeping .................. 60 
W n e . 
F in d e r ca ll B3889 . 


Sale.smen-Agents ....................... 3'j , 
R '‘" a r d 


Beedi»- Plants Etc 
r e w a r d 
F o r re tu rn 
of 
suitca<-e 
lost 


Situation Female 
.............3 4 
■ 
V*' I^ccember 
2 0 Very 
valu ab le 


Situation \ iile 
.V/.V.V.V.V.V.V. 33' 
p " P » s . 
b h i6. 
Wanted to B u y ............................** .5 7 
Wearing Apparel ......................... 5 3- 


p a i n l e s s D E N T I S T R Y - 
M od ern M ethods R ave You 5 0% . 
F A R R IN G T O N S Y S T E M D B JN T IS T 8. 
1130 O S T . 
P O N E B-2682 


O P T O M E T R IS T S . 


JO H N F .— 


27 


A » R E S , D R 
C. 
W . 
BTemlng 
O p tica l 
Dept. 
1311 O S T .— A cccu stlcon s— P H O N E B-4857 
D R 
M A R T IN D. C R 0 8S E T T , O p tom etrist. 
O p tic a l D ept. Se ars, R oebuck de Co. 
lO T H & ^ 
S T S . 
_ 
___P H O N E B-6871 
D U N L A P O P T IC A L 00^— 
» 
W h e re G lasses T h a t BTt Are M ad e 
120 NO. I2 T H ST , 
P H O N E B-3187 
B 'L IT T O N O P T IC A L C O .— 
D R 
E. 
H. 
B’L IT T O N . 
Optom et ri.st 
1201 B E D 
T R . B L D O . 
P H O N E B-2«51 


K IN D Y O P T IC A L CO 
E fiic ie n t and Hel able O p tom etrlc Se rvice. 
1343 O S T . 
P H O N E B-1153 


B E A ll t Y SH O PS. 
A35 


O A K H A L L T E A R O O M — 
S U N D A Y B U F F E T D IN N E R . 5 T O 8. 
I I T H & D S T S . 
_____ 
P H O N E B-5676 
O A S IS - H o t 
Tam ale.». 
V e a l 
L o a f, 
Soup 
and S an d w ich es, 
127 No. 
14th. 
Ph o n e 
_B7827. 
___ _______________________________ 


i ’ A L A C E C A F E 
_ T H E B E S T O F F O O D S — 9 2 '^ 0 _ S T . 
S H E R B U R N E ’S I N N 
118 NO. 14TH S T . 
P H O N E 
B-79 17 
S P O M E R 'S ' CAB’E ' W h e re Pood I s 'R e a lly 
T a s ty . 
E n lo y 
a 
good 
m eal. 
225 
So. 
n t h . 
B79 38 ________ 
_ 


W 
É R F R X 
L U N C H — H O T S A N D . 
w i c h e s , 
s o u p s . 
14« SO . I I T H S T 
_ 
P H O N E B-79 76 
W O L T E M A D E C A F E 
r O R N B D B E B F A N D (\A B R A r.B;. 
125 NO . I I T H S T . 
P H O N E B-7831 


G O O D T H IN G S TO EA T . _4 9 


A G O O D P 1.A O E T O B U Y — 
S tr ic tly F re s h Eggs— T hom as P o u ltry F a rm 
1045 N O . 55TH S T. 
P H O N E M-3478 


C A P IT O L 
F R U IT 
S T O R E — A ll 
kind s of 
fru its , groceries. 
1907 O S tre e t. 
Phone 
B79 15. 


5 e M M A 
P R O D U C E 
C b :— 20*9 
8 0 . 
9 th. 
fl2474. 
Good Sa n d H ill Potatoes, $1.75 
lOO^lbs. 
A ll kinds_ of apples. 
__ 
D'r E S S E D '~ C H IC K E N S — H ens, * 2 3 c ~ s p n n g 
frie s, a live , 19 c; 
22c dressed; delivered. 
C a ll M1811. ___3243 No. 49 th. 
___ 
F R E S H E O G S — A t Y e a n y s P o u ltry Fa rm , 
one 
block 
south 
end of 
pavem ent on 
W e st A S t. 
L8138 
F O R Y O U R A P P L E S 
And 
potatoes, call 
A. ds P. F r u it M ark e t, 48th and Hold- 
rege 
M383B ________________ 
__ 
F R ID A Y 
A N D S U N D A Y S P E C IA L S - Pork 
chops, l«c lb., pork loin roa»t, 15c lb ; 
M eadow 
O old 
bu tter, 
29 c 
lb 
Oottel- 
m an 's G ro ce ry dt M ark e t. 424 So. 11th. 


H O M E * O R 6 w N — E a rly * O h io ' potatoes, $1 
bushel, 
and fa n c y apples of a ll 
kinds. 
M id w est F r u it Co.. 56th a nd O. 
M1731. 


N E W 
L A ID 
E O O S — D ire c tly 
from 
our 
nests, 
highest 
q u ality 
fo r 
tab !« 
use. 
_ S c o t t F » r m ^ m il«» west O. 
P R U N E S 
P o u r lbs. 2,5c; spare ribs. 2 lbs., 
25c; 
po rk roast, 
14c; 
lard. 2 lbs., 25c. 
_ T l.lr o w '» 
302 So. 19 th. 
L9 89 4 ._ 


R E A L 
B A R G A IN S — F in e 
spuds. 
100 ' llv 
sack. $1.49 , large onions, bu. b»k., 89 c; 
15 lbs., 25c. 
Bean s, lin e cookers, m a ­ 
ch in e grade, 
15 lb s , 
75e. 
bu., 
$2 95. 
H ulless popcorn. 
13 
lbs., 
$1.00, 
3 
lbs., 
25c, D el. 
1819 O. 
B3688 


R O B E R T S S A N IT A R Y D A IR Y — 
P a ste u rir» d 
M ilk 
an d 
C ream , 
P H O N E 
Y O U R 
O R D E R S 
B-6747. ____ 
S U T T E R S A N IT A R Y D A IR Y 
R a w Je rs e y and Pasteu rized M ilk . 
5201 S O 
48TH. 
_ D ia l F O - C a ll 371-J 


Y O U * C A N G E T — Fresh eggs a t 20c a doz. 
and fa t young hen.» 
alive, a t 20c lb. at 
3718 St. M a ry 's Ave. 
B'2854 


w arm a p a rtm ent. Call B llO l 
O srsge.^ 


N 
S T , 
1745— Low 
price, 
close In, 
clean 
ap artm en ts. 
B6665 
Apt. 1. 


N 
S T ., 
1637- N lce lv 
fu rn ish ed , 
3 
rooms 
and b ath ; 
light, heat, w ater and tele­ 
phone fu rnished , $32 00 
B,*'224, 


O S T . 
3375 
N ire lv 
fu rn ish ed 
3-room 
heated 
ap artm en t. 
$30 
per 
inonih. 
_Phone^ B<i;S45. 
R esidence F4889 . 


Q S T .. 1112 
.Apartm ent, suitable fo r tw o; 
3-room efficie n cy; steam heat; 
$35 per 
m onth. 
U m bergcr's. 
B50.59 or B2424 


R 
S T .. 
2400- S tr ic tly 
m odern 
two-room 
a p a rtm e n t, 
large 
p leasan t 
rooms, 
lin e 
locatio n , 
p riva te 
home 
L9 687. 


lO TH S T . S O . 932 
O liv e Apt . 3-room, 2 
closets, n ice ly fu rn ish ed and decorated; 
ex cellen t h e at; rea.sonable, new m an ag e­ 
m ent. 


14TH S T . NO ., 
135—T h re e large 
rooms, 
_ $ 3 0 _ _ D2141.____________________ ________________ 


B L A C K S T O N E - - 3 0 0 So. 
16th 
St. 
S m a ll 
h ig h ly 
lu rn P h e d 
ap artm en t, 
frig id alre . 
A n o th e r bu ilding w here you w ill be su r­ 
rounded by a «elect group of tenant«. 
B5183. 


(3 b R N H U S K * E ir^ l3 ‘r7 
L 
B U 
l)eslrab ie 
h ig h ly 
fu rn ish ed 
a p a rtm e n t 
w ith 
bed­ 
room». 
A n o th er 
re stric te d 
building. 
_ B 4 4 lfl._ _____ 
_ 


E A O L E 
A P A R T M F N T S , 
228 
NO . 
12TH — 
M od ern, w ell fu rnished ap artm en ts. Just 
rig h t for business people. 
8e« them to- 
_day_^^___ B2411. 
._______________________________ 


F T V E - R O O M 
F irs t 
floor ap artm en t, high 
grade furnl.shlngs; garage and spacious 
grounds 
3643 So. 48Ui. 
F O 357 J. 


I F Y O U W A N T 
The verv most for vour 
m oney in a sm all fu rn ish ed ap artm en t, 
go to P e rsh in g A p ts , 
1202 F St. 
Apt. 
A -.7. 
B5058. 


. 
fM., 
pvr tu rm tu re 
g r o ­ 
cery, 640-acie .-tock-fraln {arm for fur- 
stock. 
O w ner, 
B143$. 
H408 I 


F.\KM S— .%UREAG LS. 


*i*‘>-"'Mgatrd 
farm,». In 
the P l.itte xallev at C rn tra l 
C itv 
W e ll 
im proxcd 
corn 
am i 
a lfa lia 
farm » 
th a t 
never 
la il to produce 
a crop, 
a t $12(1 
puer acre, only one th ird cash. b a U n c « 
a ttra ctiv e 
term.». 
Possession 
M a rc h 
I. 
vvrile 
or 
better 
see 
M 
R e ilto r. 
C en tral C ltv, Neb 


70 


luirson. 


0 ( ^ D 80-A C R E F A R M 
Fo r rent, cloae to 
I.in coln 
rrle rc iu e s 
required 
F.I420 


I F 
Y O U 
H A V E 
B'oiesight 
and 
im a g in a ­ 
tion \ou w ill iin cst 
m southeast 
acre- 
age now beforo thev s ta rt driUlng, 
1 he 
sky w ill be the lim it later. 
C a ll Bl»43 
^ " (h .»how you fhe.'e choice tra c ts . 


N O R T H N E B R A S K A R A N C H E S 
P R O B A B L Y T H E ORB;.5 I'Blfa 1' -luve.stment 
op p o rtiailtv 
of lod av 
1$ 
in 
the 
ran ch 
co u n try 
of 
n o rth 
N ebraska 
Ask 
for 
catalog 
of 
our 
well 
im proved, 
.«-mall 
ranch es 
J . 
c . 
Price. 
I.in coln 
Jo in t 
Sto ck L a n d B a n k , Lin co ln , Nebr, 


I F Y O U W A N T 
T iie m ost fc r yo u r money 
in 
w ell 
fu rnished 
a p a rtm e n t, 
good lo ­ 
cation, 
go to 2330 V ine. 


L A F A Y E T T E A P T S ., 314 SO . 12TH —Com- 
f 
iletely 
fu rn ish ed . 
In clu d in g 
gas 
and 
Ightv and ice; linens and dishes If de­ 
aired. 
B y d ay. week or m on th; new fa ll 
T’ ntala. 
B49 42. 
R7888. 


N E W L Y F U R N IS H E D A P A R T M E N T — 


A t 433 So nth, w ith b u ilt-in fe a t­ 
ures 
Good heat and hot w ater. 
P ric e $35. 
See M rs. 
R hoades at 
Apt. A, or call B1543. 


P L A T T E 
V A L L E Y 
S u r e 'c r o iT Ir « ! m . 
160 
a c ifs under pump Irrigation , near C e n ­ 
tra l C ity, w ith a rom p lvie set of good 
Im provem ents in first cla».» rep air 
W ill 
sell on a ttra c tiv e term s, or w ill rent for 
cash 
w ith 
option 
to 
buy. 
W rite , 
or 
better «ee M A. I.anson, R ealtor. C e n tra f 
C lly,_N e b r. 


S O M E 
S P E C IA L 
F A R M 
B A R O A IN S 
Fo r 
M arch 1st settlem ent 
Chas 
A. H erm an, 
R e a lto r, 402 Fed. 
Trust Bldg. 
B5336. 


F O R S.4LE H O U SES. 


O N E R O O M — And k itch en e tte, firs t floor, 
p rivate en tran ce; steam heal, ligh t and 
_telep h o n e fu rnished . 
B39 67. 


R E A L L Y C H O IC E — A p a rtm e n t In m odern 
home, 
p riva te 
e n tran ce , 
w arm , 
clean, 
ahso very nice sleeping room , firs t floor. 
L665.3 


A N E W H O M E F O R Y O U . 
I w ill fu rn ish lot and build a new «■ 
room 
Engll.sh 
or 
Sp an ish 
home 
f^r 
you. com plete, garage, til,- roof, extra 
good constitu tion and equipm ent, for 
$« 600. 
W ill fin an ce on liberal terms. 
O th er plan.s and lots on some low cost 
arrangem ent. 
C a ll for colored house 
Illu stratio n s. 
F8882. 


A U C T IO N 
S A L E — M on dav, 
Ja n u a r y 
13. 
12 30 p 
ni, at 2830 Fol.soin street, across 
form S ta le H osp ital; th is 1» a good 5 
room bungalow In good condition, w ell 
arranged, nicely located, fine law n and 
shade, p aving paid, on bus line, .3 »ta ll 
garage, henhouse, lot 50x330 feet, this 
w ill m ake someone a good com fortable 
m oderate 
priced 
home 
Open 
fo r 
in ­ 
spection from now to day of sale. Im ­ 
m ediate 
possession, 
easy 
term s. 
Col. 


D F 
Bryson , A uct. J, B. Bu rrougha, 
owner. 


H O U SE H O LD G O O D S. 
50 


A X M IN S T E f t 
R U O , 
9 x12— F in e 
fo r 
bed- 
__rooin, very reasonable 
C a ll M2272. 


A T 
H A R D Y S 
New 
circ u la tin g 
healers, 
w ere $59 50. now $37 50; 1 recond itioned 
D e tro it Je w e l gas range. $19 50. 


A N Y 
F U R N IT U R E - T o 
trad e 
or 
.sell? 
Larg e 
m arble-topped 
m ah og any 
buffet, 
$ ?5; m ah og any chest of d raw ers. 
F»«v 
teim s. 
Hom e F u rn itu re , 1033 P. 
B5152. 
B E D S -Springs, m attresses, dressers, rugs. 


S H U R T L E F P A R M S — 645 So. 17th S t. L in ­ 
coln's most b e au tifu lly fu rn ish ed a p a rt­ 
ment.». 
O ne only a v aila b le in th is h ig h ­ 
ly 
restricted 
building, 
w here 
you 
w ill 
fin d only c a re fu lly selected ten an ts. 
A 
d esirable hom e for d iscrim in a tin g peo­ 
ple. 
In q u ire 
N o rth w est 
C o rn er, 
Iirs t 
floor. 
L«282. 


T W O R O O M 
A P A R T M E N T 
Second“ 
floor, 
good heat 
ho t and cold w ater, reason­ 
able 
F8025 


S H E R Ilf A N 
B L V D ., 
3341 
Sm all 
4-room 
bungalow, garage at re a r of lot. 
M od­ 
ern except heat and gas: $1600 on good 
term s. 
W e value this 
lot 
a t 
$1500. 
_B 1 4 1 0 or B5.57i8 
M r. Origgs. ___________ 


F IV E - R O O M 
H O U S E 
O arag e 
and 
two 
lots. 
515H S t a ir 
$20. 
Phone M2642 
S M A L L 
C O T IA O E 
On 
h a lf 
acre, 
in 
Svuthea.st. Lin coln . 
Ju.st 
the thing for 
growing 
garden 
and 
raisin g 
chickens. 
Fo r sale uy owner. 
Phone F329 8 


R E A LT O R S . 
73 


W O O D S B R O T H F R .S C O M P A N Y — 
R E A L T O R S ” 
132 S O 
13TH KT, 
P H O N E B 6744 


E D S -Springs, m attresses, dressers, r u g s , 
A P A R T M E N T S — U ^FU R .*____63 ; 
HUS L IN E S . 
74 


h m V .'p o rfh s"wun|?”fonT^kindm^^^^ 
j ° ^oT ' wa?er'*h^eL*t‘’‘ 'e ie /fri'r *'re” f"r"’ 
S E R V IC E 
Between*“lJn c o In and 


C H IL D 'S U.«iED B E D 
$4 00, f.x9 floor cov- 
fro n t and re a r en tran ce, adult.».“* ^ S U s ! i W ic h u a * lea"e U n c o ln g 
F 
u 
H 
h 
" 
r 
erlng, $2 40; new gas plate, $2 75 
Flan- 
F252« 
' ! 
" 
' 
agan. 101« P St 
IN V E S T M E N T S — BO N D S. 
.1 9 ; — 
S T A R T Y O U R S A V IN G T O D A Y — $1,00 w ill 
open an account. 
N e ve r have m issed a 
divid en d jrerlod. 
S ta te Sa vin g s As Loan . 
W . I., T u rn e r, Agt, 
122 No. 11th. B4442. 
R e a lto r 


T H E C O N T IN E N T A L C O M P A N Y — 
IN S U R A N C E A N D IN V E S T M E N T S , 
I I T H A. O S T S ._______________ P H O N E B-6681 


5‘4 A N D 6 % IN T E R E S T — O n your savings. 
E v e ry d o lla r backed by firs t m ortgages 
on 
Im p roved 
real 
estate co n se rvatively 
vaiued. 
U n io n L o a n & S a vin g s A ssocia­ 
tion. 


A R T H U R ’S B E A U T Y S H O P — 


tr A L W A Y S P A Y S T O L O O K W E L L . 
1317 O S T . 
P H O N E B-3614 


B L A C K 'S B A R B E R A N D B E A U T Y S H O P — 
" H a ir and S c a lp S p e c ia lis ts ." 
H om e of 


M O N E Y TO LOAN. 
__________ 
_ 
__ 
40 


A U T O L O A N S 
T O R N IT U R E L O A N S 
R e lin a n c ln g 
P a y m e n ts R educed 
M O T O R S 
T T N A N C E 
818 F e d e ra l T ru s t B ld g — B-5271. 


F O R S A L E 
Cheap, used 
A 
B C 
electric 
w jis l^ g inachjne. 
C a ll F89 24 ___________ 


F U R N IT U R E A U C T IO N — M o n d ay. Ja n u a ry 
12th. 12 30 p. ni. a t 2330 Folsom street. 
A ll 
fu rn itu re 
from 
5 
room 
hom e, 
oak 
d in in g room set, ch in a cabinet, lib ra ry 
table, 
sectional 
bookcase, 
rugs. 
floor 
lam ps, 
ele c tric 
pad. 
beds 
com plete, 
dressers, chest of draw ers. Ice box, ra- 
d lo la 
stove, 
k itch en 
range, 
congoleum 
rug, bedding, fe ath e r b e i», pillow s, lin ­ 
en. 
dishes 
and 
sllve rw e a r; 
e ve ryth in g 
sells, 
fu rn ltiire 
ce n 
be 
In.spected 
any 
tim e. 
C cl 
D 
F 
B r y :o n , 
A uct. 
J . 
R 
Bu rro u g h s, owner. 


AA- r A U T O M O B IL E - A n d fu rn itu re lo a ^ ; 
low est rates; 
no signers; 
easy 
term s. 
U n ite d F in a n c e Co.. 117 No. 14th. B5076. 


A U TO S F O R SA LE . 


D c a t b s 


A U T H O R IE E U D U R A N T A N D R E O S A L E S 
&. S E R V IC E 
M O T O R O U T C O 
1120 P 81 
_ 
P H O N E H-6819 
B E T T E R V A L U E S 
1938 C h e vrolet Coupe, 
$225, 193$ Esaex Se d an , $250. 
N a tio n a l 
M oto r C v Co., 1918 O S t. 
H upm obilc 
D ealers. || 


C H E V R O L E r 'c O A C H — 19 2», like new , new 
O ood vear tires, heater. 
$350. 
C ash or 
fin an ce 
No tia d e 
B3070. 


y I t u c k e r -r h ¥ a n 


H O PPO C K , H E L E N — Died 
at 
1 1 :3 0 o'clock Friday night at her I 


^i^*^ was thirty- i C H E V R O L E T 1 S - T O N 
« 27” modiiriooks 
ii\e years old. 
She Is survived by 
like new 
o m 
c . 
«.i-Ton w ith panel 


her mother. Mrs, Anna Hoppock; 1 
boUv. 
in te rn a tio n a l H a rve ste r Co , 7th 


one sbter, Mrs 
Maude 
Keener, a 
i 
^ 


niece. Miss Mildred 
Starr 
and a 
b e t t e r u s e d c a r s -see our large 


nephew. Gordon Starr, all oí Lin- ! 
s.Tel’ co' n n o"st 


h e l d l n X T E 
29 'f O R D S ta n d « rd - C o u p e .- o rlg . 
Rt 3 o clock 
Sunday 
afternoon at 
; 
tires »nd fin ish , priced to »eii. jsoo 
Alba Brown’s chaptd with Rev. R ay 
E Hunt officiating. 
Interment in 
w y u k a . 


JE N N IN G S . L U C Y - D ie d at 10:40 


T h e A uto Lo a n Ac 
F in a n c e C o , 
15*4 O 
S t 
B3565 
_ 
_ 


i9 3 « ~ M A S T E H ^•«" B U IC K C O A C H ~$ 19 5 
1928 W h ip p e t "4 " 
Coach. $175 Dodge 
Used C a r Dept . 1548 O St. B29 21. 


o 'c ltK 'k 
I-Tidav 
night at her home i 
m o d e l 
t 
r o a d s t e r 
$50; 
192« 


•"***■•' 
^ « ^ ‘‘• nd J 
“ « “,'’’ 


of **Nevif 
C H E V R O L E T Im p e ria l 4-Door Sedan. 
0 1 
IN fW 
York Cltv and Mrs. Rae 
a good ca r fo r a sm all price, $19 5, 
The 


Cameron of Uncoln; one sun, Cecil 
L o a n <t Fin a n ce Co., 1554 o st. 
of Chicago; three sisters. Dr. Cor- i 
Tine Larlmore of Lincoln 
M r s 
J 
C H E V R O IX T 
im p e n a l 4-Door sed an , 


M. Bradv of St. Louis. Mo .’and Mrs' ' 
A. W . Hreyer of Norfolk and two 
grandchildren. 
Funeral 
services 


will be held at 2 o'clock Sundav a f­ 
ternoon 
at 
the 
Second 
Baptist 


church with Rev. Jame.s Macpher- 
son oificiatlng 
The body will lie 


Auto Loan 8c fin a n c e Co . 1554 O St. 
U.3.565 


1938 HUD 8i> N C O U P E 
W ith rum ble seat 
See th is c a r: ap p reciate value 
M arket 
Hudson E »ex. 1743 O St, 
B«849 , 


•39 
F O R D 
R O A D S T E R 
Priced 
M iO e r r M o io r C o , 1743 O St 
to 
»ell, 


R E G IS T E R E D O P T O M E T R IS T S . 
1123 O S 
P H O N E B-1534 


C H IR O P R A C T O R S . 
29 


A S H W O R T H - C h U o p r a c tlc O lflc e s. 
P a lm a r 
grad u ate. 
403-408 B ro w n e ll B lo ck . 
O f­ 
fice B2478^ R esidence L4079 . _____________ 
( f U A B T R E E & C R A B T R E E - 
Sp e cia list« In C h ro n ic. N ervo u s and 
F em ale Dl.-eases 
130 N 
16TH S T . 
B-1371 


_ H E L P W A N T E D F E M A L E . 
30 


lJN C O L N 
C H O O L * O P COMMERCE-!!!^ 
Plac e m e n t B u re a u can help experienced ! 
office 
w o rle r* 
secure 
good 
poaitiona. 
See M r« 
M a rti, p eiso n u el d irector. 
W E C A N U S E T H R E E — Youn g wom en w ho 
c a n 
devote 
fu ll 
tim e; 
cteady 
position, 
about $25 ner week to start. 
A pply to 
R e a l S ilk H osiery M ills. 33a S h a rp Bldg. 


H E L P W A N T E D M A LE. 
31 


XTIRA lOi EY 


F O R 
MEM--80YS 


S E L L IN G 


£ LIMCOLM 
STA*® 


P St 


I9 :in 
C H E V R O L E T 
C O U P E 
Six 
m untha 
a real buy, $400 
The Auto Lo a n Sc 
1554 O 81 
B3565 
old, 
F tn a n re Co 


P O N T IA C 
Four-D oor 
Sedan. 
New 
J O Clock. 
Intprmcnt U l VVyuka. A r - ■ 
tire.' low intleage. m otor In fin e shape | 


raiigcmcnts in charge of Roberti»' 
' 
low 
i.m coin B u ic k . i3 th and q i 


M T IT T C iiA i 
* I» T 
r» 
S T U D E B A K E R D IC T A T O R R E D A N 
i 
MlF.LhON, A U L B — Died hTldaV , 
1 921 
N a 'h 
I.an d au 
S d a n . 
$45Q. 


• fternoon 
in Uncoin. He was sixty- ' « 
"‘bi Naai», H it p si 
nine years of 
age 
He is survived 
b u i c k 
L ik e new 
1 92« Nash sed an 


by four daugliters. Mrs. Dane Cur- i 
W i-theieii M o to r., noo 
tls o f Table RiH’k, MVs. Leroy Cor- 
m tt of 
Fort Collin.':. 
Colo,, 
Mrs 


George Suilivan of Wahoo and -Mis^a 
# 
G rant N. i 
* 
' 
~ 
of Burchard and Carl of Lincoln I 
f o r d 
t u d o r 
Oood 
te n d iiio n 


« member of lodge No. 969. i - 
_______________________________ 
M W A and Burchard A. F Ar A 
* 
' 
— 


1* 
services a ili be held 


% 
- o clock Sunday afternoon at 


C aiile Roper and Mattiiew.s' chapel 
with R et. C H Walcott officiating. 
Charle.s Putney will sing. 
Masonic 


i l l W>uka cemetery. 


W ip O N . H F L E N L E E 
Died at 


2 o clock Friday afternoon at her 


South street. 
She w-as 


AU TO R E P A IR IN G . 
_ 
II 


P A Y N E 
M A C H IN E 
C O - A c e iv le n « 
and 
*!e. trie 
w elding, 
also 
gen-*r«l m ach ín « 
a.»rk 
302 80 9 th S t 
B5S25 


R Y M A N 
* 
T A Y L u R 
Ex p ert 
ra d ia to r, 
f'tid r r «n d binlv rep airin g , 237 So. 11th 
St 
Phone 039 50 


13 
A U TO S FO R H IR E . 


N E W C A R S * F O R RENT-^ W ith o r " 
W 'th o u i D riv e r.— S ta n d a rd R en t-A -C ar 
1117 P S T . 
P H O N E a-le« 4 


twenty-eight years o f aae 
J 
c a r . s f o r r e n t -without d river, 


.^urvdved by her hu-sbaifd.' NTthan 
B , one 8^ , Jiin m y B.; her parents 
—!.......... 
. 
" 
M r «nd M r, M Mann o t'81*” «:;'-' 


ll \ 
Week Days and Saturday Nights 
‘ a 
p p l y 
n i ck c a 
s a 
l e 


Nebra.ska’« Fastest Growing 


New,«pa per. 


tlO O D J O B S O P E N 
Ptrr tra in e d m en In 
e le c trtcitv or auto w ork. 
T r a in In big 
C a lifo rn ia 
shops. 
E asy 
to learn . 
No 
previous experience needed 
E a r n room 
and board w h ile learn in g 
Fre e e m p lo y­ 
m ent service. 
O n ly ex|»ense i* low tu i­ 
tion, le » ' ra ilro a d fare. 
W r ite lo r free 
b 'o k 
Ex p la in « 
e ve ryth in g 
S ta te 
w h e th e r Interested In e le c tric ity or a u ­ 
to«. 
N a tio n a l Fie, trie « ! Ac A u to School, 
D-pt. 
A-22, 4000 S. Figu eroa. Lo * An- 
gelea, C8T* 


O P E N IN O 
F o r t ’#o a u to salesm en. 
O p ­ 
p o rtu n ity 
to 
cap italize 
on 
the 
fastest 
selling c a r .m th e m *rket 
R e lia b le eon- 
co rn w ith strong clien tele 
No e x p e ri­ 
ence 
necesaarv 
R efe ren ce * 
req uired. 
_ B6854, __________ _ 


W .A N T ED - D is tric t 
and 
stata 
m anngers 
f ‘r aom ethtng e n tire ly new 
Call^M 36l9 . 


W A f. T E D 
. w o men w ho ca n be trus-ted 
a lt h 
resp oralb litry 
for 
p e rm an e n t 
po- 
ailio n , 
$27 50 
per 
week 
to 
sta rt. 
326 
rtharo Bld g 


W H E E L S 
F o r toy m an u fa c tu rin g . 
P lan s, 
factorv 
o ffe rs and wheel 
sam ple*. 20c. 
W estern B a rg a in House, D ie tric h , Id ah o . 


B E S U R E — T o en jo y 
a C roqulgnole 
P e r ­ 
m an ent. 
S p e c ia l 
com plete $4. 
Ltn d e U 
B e au te Sh op. 
B2149 . 
B R A D F IE L D B E A U T Y S H O P — 
M A R C E L IN O A N D F IN G E R W A V IN G . 
2786 S O U T H S T 
P H O N E F-7486 
D E L U X E B A R B E R '< t B E A U T Y S H O P — 
E V E R Y T H N G IN B E A U T Y C U L T U R E . 
17TH 6 ^ S O U T H S T S . 
P H O N E F-4725 
D A V IS , K A T H R Y N , B E A U T Y P A R L O R e - 
M arce ls nnd 
fin g e r W ave*, 
50c. 
O W L B A R H L B S H O P . 1410 O 
B-7515 
H E L E N E. W A R E 8 P E R M W A V E S H O P — 
T h e 
W e a r- W e ll- W a v e by M iss W a re and 
Aas'ts. 
C om p lete P e rm a n e n t $5— F in g e r 
W av», 50c. 
401-9 Sec. M u t. 
B-5'235. 


L E A IN A 
B E A U C H A M P — S p e cia liz in g 
~n 
Croqulgnole 
Pu sh 
W a v a 
P e rm a n e n ts — 
_ U n l 
B e au te Sh opp e, 140 N . 12th.^-6470. 
P E N IN O E R S B A R B E R At B E A U T Y * "s H O P . 
M arce lln g , F in g e r W a v in g . Perm an en t». 
1417 S O U T H S T . 
P H O N E 
F-2386 
R E A U S t l C A N D L c M U R S T E A M P E R M 
M arce ls 
50c, 
W r ig h t’» 
B e a u ty 
Shop. 
302 S E C . M U T . B L D G . 
P H 0 N E_L-4 9 4 9 


S H R E V E s 
B E A U T Y 
P A R L O R — F o r 
In d i­ 
v id u a lity , fin g e r w a vin g an d m arcelln g , 
50c. 
nth and O a rfle d , 
P h o n e F7048. 


S H E L T O N P E R M A N E N T W A V E S — 
D a y 
and 
E v e n in g 
A p p o in tm en t*. 
2724 H O L D R E O E . 
P H O N E 
L-9 736 
T H O M P S O N B E A U T Y P A R L O R - i 
F O R T H E L A D Y 
W H O C A R E S 
21» NO. 12TH. 
P H O N E 
B-279 6 


A U T O LO A N .S— A t low ra le * through N e ­ 
b rask a's 
largest 
com pany. 
Se cu rities 
In v e stm e n t C o , Ixird A uto 
B ld g , 1640 
• O" S t. 


A IIT C M etllFLW lS 
FURMTUEE WMIS 
REFIHAK'CIKG 
m i STATE LOANS 
McGINLEY CIERIT 
COIR. 


555 B k Comm. Bldg.___________ B5161 


L O A N S 
$50 00 
U P - T O T A L 
C O S T 
P E R 


$100 00 F O R 1 Y R . $8 90. 
T O T A L C O S T 


P E R $100 F O R 6 M O N T H S $4 45. S T A T E 


S E C U R IT IE S C O M P A N Y . 124 S. 
12 S T . 


I F W E C A N T S A V E Y O U M O N E Y 
W e do 
no t w a n t to sell yau. 
E x tra good buys 
In bedroom and d# itng room fu rn itu re, 
Kelil.son F u rn itu re Co.. 208-212 So. 11th. 
B49 9 4._________ __________________ 


P O R C E L A IN T O P 
k itc h e n 
cab in et, 
$16i 
a ll atocka reduced fo r Ja n u a r y clearan ce. 
_ W e e k s At Son. 146 So. 10th. 
B29 71. ___ 
R E M N A N T S 
O old 
S e al 
Congoleum , 
6x9 , 
$2.75; 7 64(9 . $3 25; 9 x10.6. $5 00. 9 x12, 
$5 7.5 
W oods 
At 
Sons. 
209 
So. 
11th. 
B3511._ 
___ 
_ 
S T E E L 
R A N O E "$ 1 5 00, 
3-burner 
gas 
atovr*,. 
$1 2 50, 
w a ln u t 
cheat 
draw ers, 
$30.00. 
^Van A ndel's, J32 S o _ 1 0 lh . 
S P E C IA L O IL 
S H A D E S 
$100 
value» 
at 
50» each : 
9 x12 O old S e al 
rug, 
$5 95 
_ J 'a j y i s,_235 So 
9 th. 
I 9547. _ 
____ 
Speechley’s 


F u rn ttu ra Co. 
C o rn er 10th At Q 
L79 50 


S E w T n O * ” M A C H IN E S “ sin g e r 
dropheadT 
$13 50, new Hom e drophend, $8 50 
W e 
ren t and 
re p air 
a ll 
m akes. 
O o u rlay 
Broa . 143 8o._12th __IA369 . 
______ 


T O S E L L Y O U R P U R N IT U R B F O R C A S H 
— C a ll R343I 
_______ 
___ 
U N F IN I.H H ED - B re a k fa i't set, $10 50; ta lk ­ 
ing 
m achine, $7 50. 
L arso n 'a, 
244 
So. 
Sth . 
B3168 


_ F 2 5 2 «____ 


325 NO. 
13TH 
T h ree room, upper a p a rt­ 
m ent, a ll m odern 
w ith aleeplng 
porch, 
close 
ln _ C a l l 
F if2 8 


l l T H S T . SO ., $20 
A ll m odern 4 room» 
and bath, fro n t and back porch. 
C all 
L4356 


12TH sr., 
80 . “ 3 2 (t- T h re e *'la rg e 
clean 
rooms. 
$21 50; 
3 
rooms, 
$14 50; 
plen ty 
__o f heat. 
See M rs. M ills. Apt. No. 1 


27TH 
ST ., 
SO .. 
115- D e lig h tfu l 
4-room. 
k itch en e tte and 
b ath ; 
splendid 
heat. 
_ T o w n e , B3786 a fte r 6 p. m, 


F IV E - R O O M 
M od ern 
a p a rtm e n tl 
heat, 
frig id a lre , 
w ashing m ach in e 
fu rn ish ed ; 
_one ye ar lease required. 
L7100. 


F IV E - R O O M S - P ilv a t e '^ b a t h . 
Ponce 
De 
Leon, 1000 E ; 3 rooms, kitchenette, prl- 
va te bath, 1419 O . 
B4649 . 


W E H A V E —A n a p a rtm e n t a vailab le in the 
O rlo a t 14th and K . 
These are so close 
In and so cozy and con ven ien t th a t they 
a r* m uch 
In 
dem and 
L iv in g 
room, 
din in g room , bedroom, kitch en and both. 
E le c tric re frig eratio n . 
T h e F irs t T ru st 
C om p an y. 
R e a l 
E s ta t* 
D epartm ent, 
B1201. 


In fo rm atio n , 
B39 4S. 


75 


A PT S.— FU R . & U N F IÎR . 
___ 
_ ......... 
_ 
64 


F U R N IS H E D —U n fu rn ish e d 
rooms 
and 
an artn ien ts, 
all 
m odern, 
iiewl-. 
ri co- 
rat»(1, close In, four hoicks fro ia capltol. 
643 So 
ID h 
L4859 


R ST .. 2520 
T w o large rooms, sun parlor, 
dressing room, kitch en ette, bath, 
l.iuu- 
d rv. 
electric 
refrig eratio n . 
1,9730 
or 
B19 39 


T W 0 - R < X )M ' .And 
3-rooin, 
kitchenette 
and 
b ath , 
all 
m odern, 
close 
in. 
well 
h eated , very desirable. 
Phone B3228 or 
F4160 


F O R R E N T B U S IN E S S . 


M ann 
of 
Des 
Moines, ífarry " R 


Mann of 
Cre.ston. la 
and Claire 


____ « ».« 
C O A Ie-W O O D . 
1 4 _______S A L E S M E N - A G E N T S ._ 
3? 
three brother*. Leo E. 
. J H A T . « E '. T » 
W l T l I O U r * ISOO T 
( w a n t 
D U tn b iitln g agent for "P o w d e re d 
“ 
•- . . . . 
. 
. 
H an d So ap Q u ick, 
easy »eller that 
br:ng* 
\ ou 
aplendid 
pro fit 
and 
trem en oo u ' 
repeat 
order« 
Exr!*isive te rrito ry 
Sam p le free. 
W r:t« 
today to Adam » C o . Boone 
la 
W A N T E D A T O N C E 
M en 
in 
N e h ra 'k a 
count\ *,e«t towns. 
B.'.s;!'.»»» a b ility and 
neatnes* 
necessary. 
M ust 
have 
ca r 
Also L in c o ln and O m a ’.sa je p r e je n ta tu e s 
needea 
C hance to 
succeed 
in 
new 
field. 
Phone 
B639 S 
o- 
w rite 
M e ta llic 
Sig n S e rvice, Box 873 
Lin co ln , Nebr. 


D re :fh Jk W age n ltetn er C oal Ac Feed Co . i 
5 15 P 8t 
B4644 
! 


M a n n o f S h V ñ a n d c iih '* i * 
» ^ '^ 'P n o L 
c í t v 
o 
a 
l 
c ' 
o ' 
d 
R p e ri,i 
« i l l b « 
A t 
. 
T h P b o d v 
8 1 ,er lum p 
17 50. 
R ed 
H !. $7. N .r.e 


« i . J f X. 
Brown’s 
until 4 
h'Uer 
Bina 
• il» 
^ 
♦ u 
' 
tuornmg when it fu r 
ihe Bf rrrR coai 
wu, 
De 
taken 
to 
Clearlield la 
facheidt Limber 
m c<>*i t 
services will be held 
...... . 
o’clock Monday äftermwn 


Interment in Ciearfield cemetery. 


C a ll 
r 2 il7. 
Co. *10 W a s h ­ 
ington 


K AN r A S "“ l a r g e 
n u t 
Double * scr<*en, 
$8 7.5 
C ash C oal S M te m . 1115 No. I4th. 
B i J t t 


B U S I N E S S O P P O R T U N IT IE S. 36 


A O O O D P A Y IN G — B illia r d p a rlo r In Lin - 
coin; w ill eell or tra d e fo r w ell loretd 
house, acreag e or eig h ty. 
See M r. M a- 
aoti. 140 No. 12th St. 


A N 
A U C T IO N - O f 
"T h e 
L in k * 
In d o o r 
O o lf C o u rse ," a t 2421 
" O ’ S t., S a t u r ­ 
day. Ja n u a r y 10, at 7:30 p. m. 
T h is la 
v e ry high claaa eq uipm ent and w ill be 
»old 
com plete, 
in clu d in g 
lig h tin g 
and 
e le c tric a l fix tu res. 
A ll eq uipm ent s u it­ 
able for 
outdoor 
course, 
and 
e a sily 
m oved. 
L. 
E. 
M ille r, 
O w n e r, 
F o rk c 
Bros . T h e A u ctio n e ers 
B1452 


B U S IN E S S E S — R oo m in g houses, hôtel«, fo r 
sale. 
Jo b « fo r n ’lr.'ea, hotel and dru g 
clerk« 
F K n le s t, P e te rs T r, Did , O m a h a 
F O R 
S A L F - M ilk 
route, 
tra n s fe r 
and 
trucks. 
M ilk 
alone 
p avin g 
$25 a d ay. 
Box 
264, 
P re m o n t„ 
Nebr. 


f o r r e n t 
Se ve n tee n 
room s, 
131 
So. 
10th 
Lo o m s 
a ll 
fu rn lih e d . 
B43B2. 
B1861 
evening*. 


G O O D P A Y IN G 
O U statio n o n 't h e hlgh- 
w ay. 
W a n t 80 acre.», a p a rtin e iu house 
for 
aubiirban 
re'.idence 
or 
a 
ch ic k e n i 
ranch . 
F o u r 
and 
a 
five 
room 
house. 
$200 
cash. 
b alan ce 
like 
ten t. 
C a ll 
L9 4 a 
S u n d a y 
and 
evening» 
i 


p a r t n e r 
W ith $5.000 to in ve st tn w e ll j 
t'ta b lis h e d 
business 
p ayin g 
big 
d lvl- ' 
denda 
W ill tak e $330« cash. 
B a la n c e I 
can be p aid In out of receipts. 
P re fe r 
m an w ith business experience, bu t not 
neeeasary 
M ust be able to ta k e active 
p a rt by M a rc h 1st. 
A ddress s ta r . B o x 
559 


O P P O R T U N IT Y * F o r 
good 
au to 
e le c tri­ 
cia n and 
re p a ir m an . 
Sp ace 
fo r ren t 
In established h a tte rv «hop. 
R easonab le 
re n t, cash or per r e n t 
S t a r 556 


S H A M R O C K C A F E - F o r sale 
9 11 M B t. 


L O A N S —D iam ond « 
autom obiles, fu rn itu re , 
stock«, 
bond* 
Llcenaed bv 
the 
«tate, 
b jn d ed to the people 
Leg al rate«, easy 
paym ents. 
In d u s tria l L o a n Co., 1125 P . 
j t m o . 
_ 
_ 
____ 
MEET YOUR 
OBLIGATIONS 


C o n fid e n tia l loan», $50 to $300, on autom o­ 
bile«, fu rn itu re , radio*, atocka an d bond*. 
Low est 
R ate a -Easy 
T e rm *— No 
Signers. 
A U T O L O A N A N D 
F I N A N C E CO. 
B3569 
C o rn er l4 th A O 


M O N E Y * i ’o r*yo u r*T m m ed late needs 
W e 
loan m one/ on autom obiles, n r refin an ce 
yo u r 
pre.sent 
co n tract, 
red ucing 
yo u r 
paym ent». 
I.iegal 
rates; 
co n fid e n tia l 
service 
Fed erated 
Fin a n ce 
Co.. 
3:i2 
N a t l H ank nf Com m erce. 
Phone B2735 
F2508 a fte r 6 p 
m. 
____ _______ _ 
M O N E Y 
T O 
LO A N 
O F I.IN C O L N 
CUV 
real 
»state 
and 
Ne- 
hravkH 
fa rm 
la n d '. 
C a ll 
or 
w rite. 
Com m erce Tru .'t Co 
_____________________ 


M A T T R E S S R E P A IR IN G . 
51 


U N C O I.N M A T T R E S q C O .— T o u r old co t­ 
to n 
m a ttrc '» 
m ad« 
In to 
in n e r 
spring 
m attrass. 
F e a th e rs m ad« In to m attress. 
B3838. 


_______ 65 


R O O M 
16x35— C e n tra lly 
located, 
adapted 
fo r ta ilo r, shoe »hop, real estate or in- 
aurance; re a .»onable r en t In q u ire 1028 N 


j S T O R E R O O M . 
35x25— L o c ated a t 
1633 
O 
S t.. 
for 
rent. C a ll B U 2 8 


9 T O R E R O O M S —R etalT 
lo catio n * -!: 
o fflc'ee 
fu rn ish ed or u n fu rn ish e d ; room for sm all 
« h o p ; ap artm en t» 
F 
D 
E ag er 
B2141. 


_ M U S IC A L M E R C H A N D IS E . 
53 


n e w 'O U I T A R S 
$8.50. 
$9.50 
and 
$10 50. 
New portable phonograph.» a t $12.50. W e 
re p air a ll m akes of phonographs. 
Oour- 
la v Broa , 
143 So 
12th 
1.836». 


R A D IO S E T S , ETC . 
_ 
54 


C A IJ , B-5152 
D A Y S 
F O 520-W 
nfghta, 
fo r expert rad io aervlce on a ll make». 
L ln e o ln R ad io Co. 


c l e a n i n g U P 
AM sam ple 'ra d io * s e t* at 
fa c to ry 
prices 
Also 
a 
few 
lam p 
b a r­ 
gains. 
We.vtern 
E le c tric 
S u p p ly 
Co. 
2115 O S t 
_ 
_ _ 


U S E D R A D IO S 
M an y m a k e » 7a F u n u s u a ily 
__lo w _p rlcea. _Oold 
At C onipanv. 
$1 00—o n ' a l l B K U V l C f 
w ork. 
Im m e d la tt 
a tte n tio n 
to 
your 
rad io 
flattsfcatlon g u aran teed . Nebraska 
R a d io Lab oratories, 
T.,4122 


.MORTGAGES, 


W A N T T O B U Y 
D ru g Sto re In L in co ln . 
Ad lire*» S ta r 56« 


41 


F A R M A N D C IT Y I.O A N S — A t low est rate». 
Q .rk closing 
W o od w ard B ro th e rs, 211 
R lr h t f d s Hiock. 


i 
S E E D S — PLA N T S. ETC . 
55 


i F A R M 
R E L I E F 
P la n t 
sweet 
clo ver 
in 
I 
place of corn or w heat 
It pava better. 
See (ira n d G ro ce ry 
1000 P Ht 
E a rly 
buyers 
w l'l 
save 
m oney 
on 
»eed 
a- 
d ro u th section ' have been bu ying sweet 
flo v e r in a hig w ay. 
________________ 


F O R R E N T H O U SES. 
6 6 


D ST .. 
2250 
Seven-room 
m odern 
house. 
_ In q u ire 3432 M obaw k 


R S T . 3048- T en rooms, 
stric tly m odern 
hot w ater h e at; 2810 Holdrege street 
5 


_ 
LEiiAI.S. 


A l t T IO N S A L E . 
N otice i.» hereby given th a t T h e C 
R . 
I 
At P. R 
Co. w ill sell at 
Pu b lic A u c­ 
tio n at its FretgtU House at Lin co ln . Nebr , 
on Ja n u a r y 19, 1931. at 10 A. M . sh ip ­ 
m ent of 
1 sewing m achine consigned to 
O. E. O h o rm ly; .»aid sale to be held ac­ 
count shipm ent on lian d and charges due 
and unpaid, and In accordance w ith p a ra ­ 
grap h ( B i and (C i. Se ctio n 4 of the U n i­ 
form B ill of Lad in g 
NOTICE TO KIDDERS. 


On January 27, 1931, 
at 
10:00 


o’clock, A. M., the Board of Control 
at Its office in the Capitol Building, 
Lincoln, Nebraska, will take up tiie 
matter of awarding contracts for 
the year 1931, in the following lines 
of merchandise, the same to be de­ 
livered to the various In.stitutlon.i 
from time to time as ordered by the 
Board ; 
IvUbricating oils, cup grea.se.« and 


axle grea.se «about 8,0 0 0 gallons oil 
ysod la.st yean. 
Drugs and Hospital Supplies. 
Incandescent Lamps «over $2.500 


per yean. 
Boiler Compound.«. 
On the above date the Board of 


Control will consider Projiosition.s 
for the above clas.scs of good.« on a 
flat di.scount basi.s, as well as on a 
basi.s of a flat price per article, to 
prevail during the year. 
B ID D E R S W IL L T A K E S P E C IA L 


N O T IC E T H A T 'PH E BO A R D O F 
C O N T R O L HA.S NO S P E C IFIC A - 
'riONS, the bidder in each ca.se be­ 
ing requir’d to guarantee goods to 
be of standard grade. 
In bidding on oils, bidders must 


use the blank furnished herewith. 
All proiw.sals isliail be submitted 


in writing on or before the time 
mentioned above. 
If bidders care 


to make any remarks on their pro- 
i>o.sal.s, they will be heard at .such 
hour a.s Is mutually agreeable. 


The Board of Control re.serve.s 


the right to reject any or ail pro­ 
posals, or parLs thereof. A certified 
check for $1 0 0 0 0 must accompany 


room s, m odern, hot w a te r heat, gas or 
. . .. r J i iiro n n v ia l h « a ir iin r n n f v rvf t/rvvH 
co a l b u rn er; 
2729 A rlin g to n 
Ave 
6 V FA Prupo.sai a.s a guaranty O l gO O a 
---- 
. 
• 
faith. 
room«, a trlc ly m odern 
B259 6 


U S T ., 2302 
Six-room a m odern houae. In 
good repwir, $30. 
C a ll M2441, 
V IN E S T ., 
2715 
Five 
large room *, 
bath 
and p a n try ; 
m odern 
except 
fu rnace. 
O w ner, 3125 Vine, 


i3 T H S T ., BO ., 
1245—M od ern 
bungalow, 
$40 
W podw ard Bro th e rs, B3533 or F B I 11. 
13TH 
R T , 
S O , 
1325 
Six 
rooms. 
1601 
P rn *p e rt, 
5 room», a ll m odern 
F5151 
1345 So. 
IS th , 


B O A R D O F C O N TR O L. 
O, R, K H A T IO , Secretary. 


Pla n to Unite No rthern 
Ra ilro a d s is Ab a nd o ned 


Ra il Chiefs Ha y Impra rtlra ble to 
Ca rry 'I'iiro ug h Pla n o f Asa urinx 
Independent Hurlinx to n Hy steni. 
N EW 
Y O R K , 
Jan. 
10 
'IN K i - 


Abandonment of the plan to merge 
the Northern Pacific railway and 
F O R 
itE N T 
Duplex, 
six 
room * 
redero- 
the Great NortlH,*rn, the so-called 


A L L 
M O D V tN 
Five-room 
bungalow. 
S h e rid a n athool d l*trlct 
O w ner. Fi,243. 


rated, bath, garage. 1411 E. B166« 


IN S T R U C T IO N . 
a 


A 
B O 
B H O R T H A N D — In 
30 d a y«: fndl- 
vid u al 
in atru cU o n , 
term « 
D lcklnaon 
S e rre ta rla l School, 20s R ie h a rd a Blo ck . 
B3161. 
L E A R N 
B A R B E R S C IE N C E — New m ethod 
ft n ail tu itio n 
W agea paid. W estern T rl- 
C itv B arb e r College. 
V.'m 
Fra n k s. M gr. 
Ee^y ,raynien t plan. 9 18 P . Lin co ln , Nebr. 


_ 
W E A R IN G A P P A R E L . 
56 


ClA> HINO 
O U T 
A ll 
overcoat», 
price« *f. 
lo v a* $1.00 and up to $15 00. 
i l l So 
10th. 
_ 
_ 
F O R S A L E Opossum 
fu r 
coat 
size 
18, 
ch eap, 
also H oover aitac h m e n ts . 
C a ll 
F609 6 


LIV E H T O C K . 
44 


37 
IN H U R A V C E ,____ 


F E D E R A L * T R U S T C O 
IN S U R A N C E A N D C O U R T B O N D S 
F E D E R A L T R U S T B L D O 
P H O N E B-1271 
O A T E S IN S U R A N C E A G E N C Y 
C IT IZ .F N S 
S T A T E 
B A N K . 
3650 N 
4 8T D S T 
C 
C 
Gale.» 
M 2345 
S IC K N E S S 
A N D 
A C C IM F N T 
In c uram e 
C at pavs fr-n; 
flr« t d;rv uf dt a h l'ity 
PK. ne Bl04(i 
411 F e d e ra l T r u 'l B id * 
T U R N E R 
W 
! 
I n ' i 'i n i e of ,.!! 
kinds, 
in< .‘irtuia 
A fonu>h::e 
;,rd 
Burgla-- 
122 N O 
U T H 
P H O K F B 4442 


C A F F H— R EH TA U R AN T H 


A T L IN C O L N P A C K IN G C O 
Y A R D S — W e 
w ill buy hogs and e u tle 
B1266. 
R u ra l 
7a20 a fte r 5 p. m. 
G eorge flro n n 
C U S T O M G H IN D IN O - A nd m ola»*«» m ix ­ 
ing w ith vour hom e grow n feed» »«ve» 
eve ryth in g . 
M idw eat S u p p ly Co., 
1848 
V in e 
, 
F O R B A L E 'O ne eegutered IS-m onihs-old 
Je rs e y 
bull, 
m other U n i- e rk .'y 
of 
Ne- 
b r« 'k a 
row 
*i.d 
is a 
»tate 
< ham pion. 
W rite me 
A bargain 
F i 'd R 
R ' ode!., 
H ei.ron 
N 'iir 
O L K H N .H EY 
IU fer 
(a ..' 
« 
- 
oid 
reij.''>re> 
a. o grav b .1., 6 iii /iiina old. 
R U 'v . =104 
— i H 
V 
I H U W O O D 
Ha.« laxen over 
Io, «1 
« o f 
1 'g 
t5 
.;ii* 
at 
the B ;tln ig tn u 
Y ard * 
J * ' 
lU g h esl p i. e« 
pa d 
B I ‘.24 


R O O M S W IT H O U T BO A R D . 
5S 


M ST , 
1641 
N icely fu rn ish ed w arm room, 
garage, $10 per m on th; o rlv a te m odern 
hom e, gentlem en preferred 
14)036 


Q S T , 1611— Nice w arm sleeping room for 
ren t, also garage 
cloae m 
B5576 
iS T H 
S T . 
N O . 
220 
Room 
In 
p rivate 
hom e 
clove m, hom e privilege«, $10 per 
_m o n th ,^ b u «ln e «a glrla preferred . 
L813S. 
i m 
i S T ., 80 , 514 -Tw o large room s, sin ­ 
gle on ensuite, gentlem en preferred . C all 
B 2 7H ____________________________________ 


N IC E L Y 
F U R N IS H E D 
R O O M 
In 
a p a rt­ 
m ent for rent, close In. 
C a ll L859 3 


F O R R E N T 
M odern 5-room cottage, gar- 
agr. 3071 8 
C all F5567. 


F IV E - H fK JM B U N G A L O W 
A ll m odern, on 
B t 
M a r y s A v e , fo r rent w ltli garage, 
re le re n rs required 
F O 309, 


Moving? “ Call 
b iar 
Van, ' B6784’, 


careful, courteous piano and fur­ 
niture movers and fuckers. Fair 
prices._ Fireproof warehoiwe. 


M O D E R N 
n U N O A fg riW 
F iv e 
rooma 
and 
bath, new ly decorated, oak floors, g a r­ 
age. 
1937 P a rk 
B6343 or B6»7l 
S I X 
R O O M 
M odern 
bungalow 
w ith 
g ar­ 
age 
O ak fin ish , on.- floor, goi»d cond i­ 
tion 
The 
F irs t T ru st 
C om pany, 
Heal 
Estate Iie p artm en t 
B120I 


B c s h e E S c a f e 
F o rm e rly C alfoU ». R p e . 
T H IR T Y T G N S S IL A G E 
Fo .r 
g .od 
Hol- 
cis! 
S te a s s 
an d 
C hops, 
417 
So. 
l l t h . 
»fein m ib h co w ' and young bu.». 
T . W . 
B79 6I. 
P o rte r, R. 5, L :n u »in 


_ R O O M S H O U SE K E E P I.N G . 
60 


O 
HT , 
1326 
Two 
rooms 
fu rn ish ed 
for 
hyrit 
ho .'eseeoing. 
verv 
rea-vof^able 
near ra p u i.l, 
y a.y.n g 
«.!dan<< 
P- «.i.e 
U9 034 


P .sr 
9 2* 
Houxeseeping 
room », 
$10 06 
m o:.th 
i.e e p irif 
r-ion.4, 
35( 
and 
up 
n.grtfs 
h e al and i.gnt 
1.4806 


R s r 
3226 -Tw o or 
luoni, ro m fortab lv 
fjrn la h e ri. 
a s k 
door», 
en 'io sed 
porch, 
p r..a te home, reasonable, garage. B620S. 


F O R R E N T HOUHEH FU R N . 
67 


‘ HiU'' roucLs, wa.« announct’d linr»: 
today In an official .statement, bv 
Cfiarle.s Donnely and Ilaljih Budd, 
pre.siden .s,^ respectively ,of the two 
road.«. 
'File .»tateoient of the two pi'CAl- 


denUi said that until recently they 
had hojN'd to evolve a battsfartory 
plan of merger and that, were it 
not, "impracticable at this time tu 
carry through the plan of a.s.5urlng 
an Indejrendent Burlington system, 
we should have í¿ubnll^t4id to the 
Interstate 
commerce 
commlsaton 


reasons more convincing than ever 
why the unifl(atlon of the North­ 
ern should Ire an horlzed.** 


for 
H O L D R E ^ lE , 3212 
Fu rn ish e d 
house 
rent 
C a ll F«251 _ 
_ 
_ 
_ 
_ 
4'»TH ¡ ^ . ‘ n o , 3627 
New w ell fu rnished 
bungalow , good neighborhood, v e r. 
de- 
«IrabU.. 
M r 
A n d re w » 
B.l430_o^B518l. 
E IG H T - R o o m , a ll m odern house, double 
garage, 
n e ar 
G e n e ra l 
H oepttal, 
$40 00 
C an r ^ t rooms 
L8316 
____ 
Fo rt R E N T 
A n eight rofJin m odern^fur- 
niahed home 
w ith garage 
nine 
blocks 
Boutli of cap ítol 
C a ll 1 2831 


F O R R E N T 
A ll m odern 5 r.x.m fu nh lied 
bungalow, 
garage, 
pa U»g. 
i. o f r.eant. 
F7103 
B682I 
P A R T L Y F l'R N IH H E D 
Three room* -bsih 
lorna< e 
ga» and coal range 
q iie i 
tor 
inxii, 
sleeping d avtlm »», v lrin ltv Gooch 
M illa, $11 50 
eve n in g ' 
F39 S7 
S IX - R O Ó M 
Fu rn i*n »d house, a ll modern 
cloae in, n rw 'y decorated, double garage. i 
W ill t«aa« b y year. 
619 D S t, 
F304S 
I 


A T T E N T 1 0 N 
L IF K 
1 N S U IIA N C L 
M E N 
W'e are gotng oii Die Bris! eh M a n ­ 
ager pian and W 'b *'j estab llrii a 
d tatrtcl In Lin co ln 
W # 
fu rn U h 
com plete 
tra in in g 
course to agents 
W e 
o ffe r 
botti 
p artlclp a tin g 
and 
II«». p arttcìp atin g policie», 
m »ur- 
Ing from one day of age to 70 
vear* 
, 
O u r 
net 
ro*t 
pu lb ie» 
me»| 
ariy 
foinpetiM on 
T o Die figlit ti.an we offer a e),»n r» 
lo b'.iUrt a g ie at 
fu "ire 
O ffn e 
S a la i ' snd Com n.i'M on 
r;«frerpondeiK f* i» m viied from or- 
gs« Izer» 
and 
¡irorl cer» 
N A T R iN A L 
R K .'iK R V K I.T F » 
IN S U R A N C E f ii.M P A N Y 


O f t , 
G o d frev Muore 
P re ild e n I 
Tripeka, K a n sa t. 


New York Stock Prices Stiffen 
And Close Slightly Higher In A Dull Saturday Session 


New York Curb Stocks ! 


iJTosi liaison Brot- * Co.i 
Grain Prices Are 


f°\ 
11 
T 
' American Cyancmic! B. . 
Generally Lower gs g^>. 


Closing- Figures for Corn 


1 to l}/&c Off; Wheat 
and Oats ] 4 c Down. 


Gra:nr closed rrr.erai:-. Ir-rer tosa*. lei 


k>v corn 
Tiie Uvtfr corr.mod.:* was d"- 
ri in 're' s'llinr on continue.*! lavor- 


Ciacs Service 
O'P'O—~eE* 
**dJO 
I -.-.^—..^... . — 


KJ*JC pone i; Sr.tr? 


' Ges'-ra. Bal-.tit 
C>en-rt. Satins J':c. 


Clow. 
.. v 


17 S, 
!'*» 


Rails and Utilities 


Score Small Gains 


TOK STOCK LIST CLOSL. 


From Lamzon Bro» * C* i 


A:.- 
AJax Rubber 
Hogs at Omaha 


I-.- 
1 Specialties. Under Pres- 


2? 
1' 
! sure Friday, Snap Back 


:k' 
1 to 4 Points. 


A 
M fivers 


Aaier»Sa 
Cpr-p 


Amrncan Ca: & rt!> 
Americas «•• rorrlcr: Pourr 


Liph; 


1«C. i 
. 44*, I 


V. S rjtpurttnrt:'. o: ACT'cul'.tirt I 


iv the Associated Pr-«i 
. BT JOSEPH. Jan 20 


> tp JOr turtle: than r'ridav ^ averacr 
tor 


X2NCOL.V CASH GRAIN. 


1ZJJCCXA. Nrb . .'ta. 10 
The !ollj«:ni: casb prtrw »rrr paio lot 
pri.ii: lr, L.ncoin ffis.rt.cu too»y: 


'.YKEAT—Nn I sare. t»c. No. Z fcarfi, 


57: 
No 
< hard. 5!>c 


COK.N—Nc J irSltc. :•«!•. No. 


3,224 PATIENTS 


.','" TREATED IN YEAR 


31*, 


___M__^__ 
' to Ftrazip. must Mile?. 
SC.OO 


Prices Show 5 to 15c Ad-'••*-•'*'«•*• E^-Tri) eio.r"* 
aafi By ln'.err 


- 
T International News Servici. 


1CHTW YORK.. 


Stock pr^cpf nrrrr :sc!; 
as IS 


vance. With a Top 


Of S7.70. 
" 


* S DffpE!'tsi*iit ol Api icul* urt 


OMAHA, Neb , Jtn 


:r .'-tic 
line! : 
ri.'U 


:t 
i .rlui .,* 
iil'.rn". 
quot-iiMr 


iCi» tr rrua^ rx;rrmr'v 
KJPW 
ilS 


ipv-r !t: hr.>-< A:KI ni:*r* ' *-r r- 
r:r, K!' rrv i j^ttx 10 26r Mt-M-r 


! 2.311 
Ib* 
*ir.sr 
t*u.t (.laucb •.*•!" ftt'c-K 
n* 


j LUti vci*r-.n(:: 5".25«fP^I- me*; ifct h^ilrr* ol 


J7.DO'/ E OD. niun 
twrr 
tows, J4 2Vufi OD. «! 


ill iSrws firrvlcc. 


NEW YOKK Jrs ^r 


COTTON-Fu'.urr ior.tr*,"^ PL thr Nrm 


lt?v rr t'v.riap the r*rij trtciiat oa diSEr- 
pnio*,:np lJ\cr;>uol cabin und unorr & IK- 
tir vct.:r-fi *cli.nj: 
TSie ^Dlumf of IIURI- 


n^sf h?*r*er. *'n* ETr.afc *ith 112 nb*rsc»' 
ol K-"; n«"« Zcaturr* 
Thf *outl» »at soi 


but lii* d*:iifcad »as sit'* 


St. Elizabeth's Has Aver- 


age of 110 Daily 


During 1930. 


The annual rpport ol Si. Eliza- 


beth's hospital reveals thai 3.224 
tiir :iaa: hour COD 


B 12b'000 bales are American. 
IO the ladles COmpCMi-nc: Vhr St. 
at jaoderate 
vere liberal 
^ 
Til* Ijox'rpoo' ubeal marted openri 
'-A ^£3 


in SC. nirrhrr DU: closcc •: to S t Irvr. 
i=r: «r T.I.: 
~'" ' r-'-J""1". .V^-, .".r'l"" ~ *"'"" "" '""" 2-^-'-a- Corp. A 
m^^^S^'r;^ ^.f^c.r-.::::::::-:::::: g'^S.^^;^^r:o--^ I^^f^" 
'ffin'Sr^e.,. .n,^,,,, c!^ ^^,:'::;;::::::::::::: ^ ^^.SSSS^S^^"^"^ &^» 
B 
' 
?r;cei rHsc- 
i^.'Lw*r 
_jojFthtid 


fcbout "-c. ZXsiana »ft» duJ cir:-, 
Ccr- Gr.C5-r C-runtr 


narfcets are stroac !°r cbol=s trrauet but KE.SSII: .>ou:eaDi2 
cary 'or orimary qual:; 
Csuntrv c.'Ier- "Ercsr. _t'-hci 


;ncs to arrive continue llgi-.t. 


reseat ilianp 
3t.ii: *A arner 


Tnited Sthtes S-ce'. i23verj 11? s p^ln: ^; 
Trnnme.. 
i>taUk.e5 o.ee. isy-ru 
u^j a ,<--—•• 
__,,.^v,^ 
*.<* 
and closes or ins top American S?:Io.:S?vS ^ 
rmon CEraioe up 
Bruns^-ick Temlnal 


Chicrgo Board ol Trade 


"" 
Clo^e 


A—;d Ii'-IU 
=: * 
Ar-o.:r t: Ca.. IU.. A 
7 - 


i SttaStrC sJ lnd^a£ 
3~ ^ 
w:2:Etr v nrley J- 
CS"« 
Nortc Amer. T--»t S^nres 
6 
Stusistter Ma:. Orcer 
23Ti 


j-^r re- 


zc'ioi ~iVrr" J^ror n on tre n^rr^c; in th- 
!.""_: ~rs:-rcd tnit:. ictcjt. B.IC.I: ol ma=t 


^""s'c'.T'ct-: nT'tSe Kate o! this ppea- 
ni£ rDELC-tiOii. 'ati- t-ie m£.ritrt iras c'-li u-t 
rum ni the na.ancs of the ^rst hour. 
T.'ril street tisp-e; £i the greatest ta- 


^ftrr the close ol the 


,,., 
* • 
»~ 
— r -*• »*~ -~" • -.".."-- -..-. ...... »,. n.i. •„• -;^.^f'i-^ 
•— ,.«•-. ". _...—^^ ^ 
^ ii« ^> %.p)r?i^ .Tan .v- 
" 2S» i if*B "5°* s?-5fe9 
c-s,!l--^v!r c"r's ^-^'-'inr «pct. is*nc: sp-ciaif. i-T-^fr.is-.c 
i ^jCS_Virke. nri." Domestic 3'.ee>4:il79 zind the average KSY a tie 


"'5C|J;S6et^eJSe^SSttbSi.BBS5o^0^ ^°G^?e^8- ^ Ci?": JJSL^, »««=». »«"63P. 
Iha^iul per paUel-. ,-ai siishUy 


• 
• 
- 
- 
— 
• 
• 
-- -- 
- --- 
'more th*a 12 days. 
There -were 


1.506 surgical operations perfoimed 
during ihe Twelve monihj. 


3^-ibs in tie hospital totaled 23E, 


trtnle deaths niimbered 149. 


Charity paaents numbered 555. 


nolhmc r.-a^ charrsd.' Sesides these 
free pauenis. 349 rjaid only part 
ol ihe regular hosp:t?l fee= 


The niraber c' dorwrs having 


i*ie nf ESC- ct se :L' 


i «ai a?a- 
:lb>' current 
15 ^t 


Conss.jcatrc Gas .. 
Cont. Can 
Cant. 


°' 


r-pcrt 
sbDTE the actual stci-loc Cont. Jlotars 
S--. cc ta- 000^5 or tae T. S. Steel Com. On 
irttinn. tae Decentrjer asnanulttios 


C 1.5. re~r:ptr v • r = 


IEPT T »ek niit a s.ronc rn^T- 
n-^Etcc 
'.ile 
tracie i.r.ci 
n.- 


... -j^ 
cjo3'-c ptra^j TO 10 to Zrt iover tnaix i&5* 


••• j£f* ,' djOSi. 
HSE receipts. S 500: iinevrn 5 
"• '* I'io ISc hiKher top ST.70 on sorted :BD Ic. 
... 2,< i.-jj;,. .,,,.£ ;7p_25o 
In. *-elphts 
E7.50't: 


Ca'viri i. Huev 18. lorrner.v ol 


:3»*E.- 
I'-C 
POTATOES—S.ec"'P'-'. c:__crrr, nr. trtru 
r-.-TroLeS^t?:s'si?r\,:6^1Wio'R3p Lincoln, was Jouaci _on a hie! 


r.orteC russetf No 1. flTCKnlSL. 


M ^ Tort cou.. r.-. a., 
^. ~ a^egra^reoeiv^l^ 


mremationiu I<"*K|^lly5K__ j,^ 1D j Seventeenth street, irncle o: the 


COTTON JTTTTSE&—Were Etead? at tbe , youth. No authentic -ft'Ord had been 


to the I 


• boy but 
struck by 


Bankruptc 
G3!)ert G. -Witherj. 


rfc 
lgs 


1,05 Aa- 


Oinra 1^. Ejester. G e ^ 
liabilities, $12.590.86; no *s»ets bousevlle, 


EE5 


c 
'.'. ^ ".: ?-tt. . 
<> 
-- * 
C l- i: £-. ?B-. ?'- 
ls 


Con«—£^"-l Lntmc . 
23 


S- f-^r.^/i-!1:'''16-"'".-•::: 
42 
G'. rLa'-V'jiotsrs 


!I: 
c-.rn-t-.' " "" .:."/" 


: i rjlums st i:i'i. -cnnsrl-.ail- — — - - 


«..t-M«oa tbovs Ut. 
! Oea. A,n=- -"£* Cir 


^U-Jt-ini tenaeaciES -wsrE sees i= tae Genern! Aracalt 


gas and eisctric Us=t S-.KSS saorJ5. *?«- 
C-sners.1 CiE=r 


ion."He i Real Estate Transfers. 


school andi ^ „.,„„„,„. -^,^.3^3,5 
OF 


. --*ce | JJJ^L SSTATE have been made matters 


1922 'Klin | of public r-corfi: 
, .,- ,.„., 
-.^ ^^^ 
„= __u~^— ~ 
Caa-' EaiaiE J. Hedges is Deo. Z Veiler. 
• n 'sutim e^res cmsefi stroa; to 25= h^.i=r *'~s Hi. 4s 1DE.24. anc j'.e o. ,. .<.-->. ^^^ ^he,.e h£ aKsaded a ^-n 
Lots TF, 80. _o:ca Lafia sub. trans 


•;..", *Jth otaer *s:ei saee? scsrce_ana K»S;.., ^___, _,_ ^.__ 
T__,_ ^^ *•„„,,„,„ scnooi Q Pasadena. During his i-Aa"siiuiu:"et 
S 


JE=O!J Seller 


13 


CUT nrnj:r ol Tr re-. 
' 3ro"^ & Do.. 33S-.3i 


GuU S.-TC5 ^tee. .. 
Ir-irr.; S.c;. 


ITT. -Ic . JCTX. 


~5pc= Eign 
I.p- 


An-T CAK1.0T 


fPumlsnei TT t h u p c t t e 


CHTCAG 


Crala Ca 1 


FS 


. ,„ 
Sarong' t^> brother^^rfflto 
^^^^ 1F Ma:ni: prrr ^^ ^ 


nzisn: HBe" Ol PuST^JDDd E^Q ?£ul P^ier pressure ^ a;so relnt:i eJy low o-, er Arirtna. 
-tl3. of 3aro^rilje and 
One £l5t£r. Vir* High ^rcssir-E prcv&iis * over ihc caKi«m 


£T"ia Mar rnckson Of Saronrilie. 
. hEi; o; tlie cDi^irr and ever ihe Pncilic 


_J| 
I 5tEt23 TTlZh E CCZinsCtlZIS CTCTt. Lj^-. T^Ul 
cr srsrv/ c-c-ry?tf with:n the IE.S: 21 hcur? 
at rtmer TriGelr senile reel poi^f. In the 
Moui*i.E.in si£is5 ani locsllv is the Ic^cr 
1 1-asc rEjian pnd light rains occurrec in 
thr sauLnrrn Grcsi ?ls.ii;s. TcmsrrLturcs 


D*io 
iB' nor^iai cv-r the Grea: 3ar.ni. 


Mrs. Lucy Jennings 


Dead; Was Lincoln 


__ 
w _ 
inT"" 1 
• EIT unut* 
^jui mtti 
D . s* 
LIIC 
i_jj"ciia 
^ja.;-iJn, 
RSSlCent 40 i earS the scatncm Moui.tai= 
repipn. tad the 
Gulf cn= rDvth At:c.ntic state., nnd a-e 


rsr-ng 1—j: 
cl-Jsiis rsactioa. 
_ 
.... 
— 
Aaasi-aia Capper last — at jj.-=. 
<-• 
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EIGHT 
THE LINCOLN STAR-SATURDAY, JANUARY 10, 1931. 


Qets Under Way Saturday Night 


RESULTS 


Huskers at Home With 
Missouri; Oklahoma at 
Ames With Iowa State 


BY GREGG McBRIDE. 


The Big Six conference basketball campaign is on to- 


night, with Lincoln and Ames the scenes of the opening en- 
gagements. Nebraska and Missouri, traditional rivals, will 
meet at the university coliseum at 8 o'clock, while Oklahoma 
and Iowa State will clash at Ames in the other conference 
contest. 


Tigers Last Year's Champs. 


The Nebraska-Missouri game is 


the headliner of the program, the 
Tigers having captured the 1930 
conference championship and Ne- 
braska being figured 
to have a 


squad this winter with the ability 
to seriously test the Bengal chances 
to repeat. 
In preliminary games, the Husk- 


ers arid Tigers have suffered about 
the same treatment, the Nebraska 
outfit having dropped five of six 
games, while the Tigers have been 
set back in lour contests. 
Coach 


Charley Black's Cornhuskers, how- 
ever, have been facing 
the more 
strenuous opposition, having played 
intersectional engagements in five 
of the Fix games. 


Even Chance to Win. - 


Nebraska will be conceding the 


Tigers nothing in tonight's £ame. 
entering the contest with at least 
an even chance for victory. The 
Scarlet, while it has lost five con- 
secutive games, has made a credit- 
able showing, the point margin in 
five defeats being the slender edge 
of 23 points, 178 to 201. 
This stiff competition preliminary 


to the opening of the conference 
schedule has been figured to season 
the sauad for the Big Sis race and 
the Cornhuskers vshould enter the 
game tonight at mid-season stride. 
Missouri Improving. 


After a floundering 
start, 
the 


Missouri team has shown signs of 
improvement. 
Last Monday,, the 


Tigers forced Washington to an 
extra 
period 
before 
the Bears 


capped the verdict. The Washing- 
ton quintet trimmed Crelghton at 
Omaha Friday night. 


The Nebraska lineup 
for the 


Missouri game will find the -usual 
combination of Fisher and Davey 
at 
forwards, Maclay at center, 


Hokuf and Koster at guards. Re- 
turn of Davey and Hokuf to active 
duty is figured to strengthen the 
Nebraska quintet. Lineup: 
\ 
Tonight's Lineup. 


Nebraska— 
Pos. 
—Missouri 


Fisher 
f 
Zinn 


Davey 
f 
.... Wagner 


Maclay 
c 
Huhn 


Hokuf 
VanDyne 


Koster 
g. ..N Boechemeier 


Officials—John Wulf, Kansas, and 


V. S. Egan, Grinnell. 
Oklahoma, roughlv handled by all 


conference teams during the 1930 
race, is prepared to start after re- 
venge tonight when the 
Sooners 


meet Iowa State college on the 
Ames court. The Oklahoma tribe 
copped two games from Texas and 
Southern Methodist and then fin- 
ished 
training 
with wins 
over 


Bethany college and the Oklahoma 
Aggies. 


At Lincoln— BtnUn (St. Jeieph), 
24; 


Lincoln, 17. 


At Havelock — Jackion, 17; Harelock, 13. 


Jackton reitrres, 13; Hatelock re*crre>, 
13. 
(Three periodi.) 


At Grand Iiland — St. Marj'i hlfh, 19; 


Lincoln Cathedral. 2. 
At Omaha — Benson, 24; Omaha Tech, 10. 
At Lincoln — Bethany, 
Jf>; 
Lincoln 
re- 


serves, ft. Lincoln thirds, IS; Betlianj re- 
serves, g. 


At Crete— Crete. 29; Kearney, 13. 
At Sidney — Sidney. 21; Bailor. 11. 
At Fairburj — Fairburj, JG; Beatrice, II. 
Al North Platte — McCook. 
30; 
North 


Platte. 15. 
McCook, 17; 
North 
Platte 


Krcnh, 10. 
' At 
Wymore — Wjmore, 
23; Manhattan, 


Kans.. J'J. 
At MInatare— Minatar*. ««; Bridgeport, 


It. MinaUre rnerr**, 19; Brld»e»«rt re- 


At Wayne— Wayne, Sf; Slum City Cea- 


tral: 23. 


At Holdr*r< 
At Kaymon 


•Holdrere. 28: Bertrant, II. 


aji«on-l, 16; Dwlfht, 15. 


Crete Hi Clicks 


In Cage Triumph 


CRETE, 


high took 


Neb., -Jan. 
10—Crete 
a long stride toward 


Mfd-State league honors last night 
when the Cardinals beat Kearney, 
29-12. 
Crete was ahead, 16-6, at 


the end of the half and had the 
game well in hand throughout the 
second period. 


Crete scoring honors were well 


divided, the Cardinal offense click- 
ing in sensational fashion at times. 
Kearney's scoring strength was 
somewhat cripled by the absence of 
Emil Panek. Score: 


Parilefc, f 
Cawley. t 
Hennlng, f 
Stedman, 1 
Kobes. c 
Belka. g 
Douglas, g 
Hladky. g 
Fccken, e 


Totals 


Crete. 
| 
Kearne.r. 


B *T F'| . 
B FT 


2 2 l|Schroeder 1 1 4 
2 1 OIKrell. I 
0 0 


2 2 l|Leffler, 1 
0 0 
0 0 i|st Graham e 1 fl 
2 0 0,O Graham g 0 0 
2 0 IQllland. g 
2 0 
1 1 2| Campbell, ( 0 0 
0 1 0| 
0 
0 1 
Totals 
4 4 8 


11 7 


Referee—W. H. Browne. Earlham. 


Sooners Favored. 


The Sooners. therefore, will enter 


the Iowa State game slightly fa- 
vored to win. Iowa State, however, 
teas a good chance to smear the 
Normanites. as Coach Louis Menze 
has five veterans' on the Ames ros- 
ter. alone with some promising re- 
'cruits. The Cyclones have won two 
of three early season contests. 
Kansas and Kansas Aggies, fig- 


ured to come 'in for a big cut in the 
conference spoils, delay their con- 
ference inaugural 
until Monday 


evening. Kansas takes on Oklahoma 
at Lawrence, while the Kaggiss play 
Missouri. The Jayhawkers have won 
six non-conference • ames while the 
Wildcats have finished ahead 
five. 


in 


Hawkeyes Defeat 
Nebraska Matmen 
IOWA CITY. la.. Jan. 10— Iowa 


defeated Nebraska in wrestling here 
last night, 17-11. The Cornhuskers 
won three of the first four matches. 
but lacked strength in the heavier 
divisions. 
The 
Nebraska 
squad 


meets Cornell college at Mt.Vernon' 
tonieht. Summary: 


115" pounds — Heady IS) won Irom Ueegaa 
m. by forfeit. 
125 pounds — Peer (1) iron Irom Llnd- 


skoi: (S). decision after two ext^a per- 
iods. 
13S pound*— I^rson (N) iron Irom Am- 


lle (It. decision. 
' 


14S pounds— Reel (») *on Irom Wcldon 
ni. decswon. 


1SS pounds — Coons (H *on from !5Mr- 


lev iN), fail -with bar »ra> and reverse 
hradlock In 5 minute* « teconds. 
165 pounds — Poyner (I) won from Hoa- 


«rtson 
>. decision. 


17$ pound!—Cotislln (I) *on Iroai Admi 


(!«i. decision. 
Heavj-rcJsht—Rlghttr (II *on Irora Pet- 
erson (X). decision after two extra per- 
iods). 
- 
- 


FAIRBURY SPURT 


BEATS BEATRICE 


FAISBURY. Neb, Jan. 10—Fair- 


bury upset Beatrice in an exciting 
basketball game here last night, 
16-14. 
Two baskets by Bennett. 


Fairburv forward, in Uit last tew 
minutes" of nlay broke a 12-12 tic. 
Beatrice held a 7-2 lc?,d at the end 
of the first half. In the curtain- 
raircr .the Beatrice reserves 
trimmed thc Fairburv reserves. 1S-7. 
Score: 


1 
tralrirr. 


FT Tl 
\ 
B FT T 
f l f l 3Jo2»iM>a. 1 1 5 0 
S 1 «,l«rtajorr. t 
1 « O 


B « liBloodtood. e 8 » C 
• 3 SIAIrCcTra. e 
a 0 4 
fc O Ci*Gatt«iSer£ g o c 3 
1 3 JiKTJhn. f 
0 9 1 


~ 
~~ —I *tT1ftlTl_ 
If 
« 0 1 
« 4 «| 
• 


I Totals 
* 2 7 
Xem-mnfitra-rti. 


Teachers Balked 


By Waverly High 


The Teachers high cagers smlped 


their second defeat of the 
week 


when Waverly trimmed them 19-7 
Friday night on the university coli- 
seum court. The Waverly basketeers 
sMpped through seven field goals 
and made good five gift tosses to 
account for their total. 


Although nearly the entire Teach- 


ers squad was inserted into 
the 


lineup, the Waverly defense was 
able to stop the Teachers' scor- 
ing. Only Laub, Eis find Dier were 
able to break: through the Waverly 
guards for a basket. 
The 
other 


Teachers' point was the result of a 
free-throw by Lanning. The score: 


BENTON CAGERS 


DISPLAY CLASS 


Missouri Youths Romp 


To Decisive Victory 


Over Lincoln. 


It was a finely-oiled St. Joseph 


Benton high school cage machine 
which exhibited its power against 
Lincoln high on Irving maples Fri- 
day night before a sparsely filled 
auditorium. The final count favored 
the Josies, 24-17, after a Lincoln 
rally had put the Red and Black 
quintet in the running, only to see 
the Bentonites pull out a seven- 
point margin. 


Benton was one 
of 
the 
best 


trained high school quints that has 
performed agah.,t Lincoln in the 
past few seasons. 
Fortified with 


plenty of height in the forward wall 
and possessing a pair 
of 
clever 


guards, the Springermen had team- 
work down to perfection. Of the 
nine men composing the squad1, 
five are third-year men and the 
other four are playing their second 
year. 


Whitaker Scores First. 


Whitaker, guard de luxe, put the 


Cards out in front after two min- 
utes of uneventful play when the 
Lincoln defense allowed him to get 
under the goal to score. Harold 
Miller counted on a follow-in shot 
to tie it up, but two free tosses by 
Hickman, six foot threa inch center, 
gave the Cards a 4-2 lead at the 
quarter. 


Wampler 
converted 
on Whit- 


aker's foul, but the latter player re- 
taliated seconds later when Harold 
Miller was guilty of his second vio- 
lation of the evening. Carlson tied 
it up with a beautiful shot after a 
dribble down the entire floor, and 
the stocky center followed it up with 
another basket, putting Lincoln two 
points in front. 
Two baskets by 


Holcomb and one each by Whitaker 
and Erickson, however, came in 
quick 
succession 
and 
put 
the 


Springermen out in iront, 13-7 at 
half time. 


Lincoln Rally Fatlc. 


A determined Lincoln assault, 


led by Carlson and Herod Miller, 
•put the Capital City crew within 
three points of the visitors early in 
the fourth quarter, but Cross and 
Erickson' counted to put a Kayo 
on any Lincoln hopes of winning. 
The Lincoln team played disor- 


ganized basketball, little teamwork 
being displayed bv the Ballermen. 
The 
brilliant 
offensive 
play of 
Johnny Carlson and the defensive 
exhibition put on by Ray Baldwin, 
sub forward, were the bright spots 
of the evening for Coach Ba'ler. 
Benton's guards, Whitaker and Hol- 
comb, were the individual stars of 
the game, Whitaker pulling down 10 
points for high individual scoring 
honors. 
Tonight the Lincoln quint will 


invade York for a game with Floyd 
Gautsch's Buff and Blue five, anfl 
the travelling Cardinals will tangle 


I with Grand Island high on th3 
Third City court. The score: 


Benton. 
Lincoln. 


B FT Fl 
B FT F 


Erlc'sn (c) 1 2 0 l|Sar Miller 1 1 0 3 
Sumpter, f, 1 0 0 Her Miller 1 i 1 3 
Cross i 
1 0 liBaldwin, f 
0 0 0 
Walpole, t 
0 0 OJCarlson. c 
4 0 0 


Hickman, c 
0 3 3|Wampl«r, R 
0 1 1 


Whitaker, g 4 2 2IYelkiu (acj g 0 1 1 
Holcomb, g 
2 0 
11 
— 


1 Totals 
7 3 7 


Totals 
10 4 
«l 
Free throws missed—Herod Miller. Bald- 


win. Carlson 2, Wampler 2. Yelklo 2, 
Hlckmaa 3, Whitaker, Holcomb. 


Running Summary. 


First 


STRANGE AS IT SEEMS— 
By John Hix 


WmvtrlT, 1$. 
I 


B FT Fi 
Loson. f 
Olson. 1 
Emcrn. f 
Crawford, c 2 
Mllttr. g 
Smith, g 
Pierce, 
f 


Daft. t 
Martin, s 


Totals 


Teacher*. V. 


B IT F0 
lILaub. f 
OlSteward, f 
OEis. f 
0|Lannin£, t 
HDier. c 
21 Roth, g 
OIHoy. c 
1'Paddelford. 
0! 


1 0 
9 0 
1 0 
0 1 
1 0 


• 0 
0 


0 0 


g 0 0 


Lincoln 


. 2 2 3 4 4 5 5 5 7 9 
. 0 2 2 3 3 3 5 7 T7 


9 11 13—13 


7 7 — 7 


Second hall— 
Benton 
15 IS 15 17 17 1» 1» 1» 20 20 


22 24—24. 


Lincoln 
7 9 10 10 11 11 13 15 13 17 


17 17—17. 


Referee—Max Roper, Nebraska. 
Telephone Team 


Steps On Dewitt 


The Lincoln Te'ephone company 


basketeers stepped away from De- 


2 Witt in the second' half to wind UD 


1 Totals 
7 5 5| 


JACKSON GRABS 
BASKET VICTORY 


Beechner Outfit Trims 


Shoptown Basketmen 


In Court Sport. 


The red and 
white 
banner of 
Jackson high 
school 
topped the 


purple and gold pennant of Have- 
lock again gol 
Friday night when the 


Beechner quintet carried away a 
17-13 victory from the 
Shoptown 
court. The Jackson team chalked up 
nine pcints in the first half, while 
the Engineers counted a single field 
goal. 


The University Place lads opened 
with four baskets in the first quar- 
ter while holding Havelock tc three 
shots at the hoop. Each of these 
attempts went for naught and Jack- 
son held an 8-0 advantage at the 
end of the. initial period. 
Youn? placed Havelock in the 
scoring "column with a basket early 
in the seccnd quarter. Baskets by 
Foster and Jordan boosted the Jack- 
son score to 12 points at the mid- 
war mark, while Havelock retained 
credit lor a slncle basket. 


with a 19-14 victory. Friday night 


21 on the Lincoln 
"Y" 
floor. 
The 


— score was knotted at the midway 


3 i 11 marker, but 
the 
Telephone lads 


chalked up five baskets and a free 
throw to DeWitt's two baskets and 
two free throws and walked away 
with, a five-point margin. 
Mankamyer set the scorius oace 


for the victors with eieht markers. 
He was closely followed by Dcbson 
with seven co'ints. R. Fort led the 
loosers with six points. The score: 


Telephone*. in. 
, 
DeTVItl, II. 


B FT F! 
B FT F 


M-nk-m'r 
t 
4 0 0]3ailey. f 


Dobson. f 
3 1 1!C. Tort, f 


Eno. c 
1 1 _1|R- Fort, I 
Bontolf. c 0 0 0[Lake. I 
•Wilson, t 
0 1 4iRogers. c 


Hood, f 
0 0 1'ptelfer. g 


Ranch, g 
0 0 HBurgess. S 


Totals 
* 3 »| Totals 
5 4 4 


Score at half—Lincoln Telephone Co.. 8: 


DcWHt, «. 
Referee—Art Perry. Nebraska. 


fair-bury, Neb 


v/Rote 49, no 
WE SIPE Of 0 


(-THE 
ROOT Qtl&l) 


Rassler Qets Rough; 


ex'Champ Socks Him 


Daisy Right On Chin 


DALLAS, Tex., Jan. 10—Here primarily as a referee in 


a wrestling match, Jack Dempsey had staged a "comeback" 
as a fighter today as the result of knocking Billy Edwards, 
grappler, sprawling with a short right to the chin after Ed- 
wards had swung wildly at him. 


Annoyed when Dernpsey awarded a decision over him 


to Jim O'Dowd, Edwards, locally known as a tough guy on 
referees, swung a haymaker which barely grazed the former 
ring champion's chin. Dempsey calmly, but promptly, landed 
a blow which raised the wrestler off his feet and sent him 
hurtling head foremost to the mat. 


Couldn't Stand For It. 


COLLEGE 
RESULTS 


At Masting—Hasting! colleie, S4; Ne- 


braska Wfleyan, 24. 


At Grand Island—Doane 
college, 
24; 


Grand Inland folltff, 13. 


At Llnco'n—Asiles, 39 ( Omaha univer- 


sity. 23. 
At 
Rapid 
City—South 
Dakota 
Mine*. 


30; Chidron Teachers, 29 (extra period). 


At Omaha—Wajhlnfton, 26; Crelthton, 


—Upper Iowa, 


-Butler, 


43; Dubuque 


35; Indian* 


24; 
Ml. 


CHAMPIONSHIP 
HOCKEy GAMS 


of 64- 


Golf is not the only thing that 


has had its miniature stunts. In 
Fairbury, Neb., there was conducted 
a miniature writing contest, and A. 
S. Bishop, after "training" for two 
weeks wrote his 49,170 letters on a 
postcard, comprising 1639 sentences 
of five words each, in eleven and a 
half hours. 
* * * 


Charles Von Berg, the 67-year-old 


hockey player, had the unusual 
pleasure of returning to his old 
home town in triumph. He moved 
away from it when he was six, and 
returned when he was 58, playing 
in a state championship game iiS 
captain and goalie. He still plays a 
remarkable game, and is also a 
nimble, first-rate tennis player. 
* # * 


Dr. Bowman's silhouettes are a 


hobby with him and he happened 


to use human skin in making them 
because he had the skin on hand— 
laboratory samples, which he had 
dyed black in the course of experi- 
mental study. * * * 


Any reader wanting further proof 


of anything depicted here should 
address John Hlx, care of this 
paper, and enclose a stamped and 
self-addressed envelope for reply. 


JOHN HIX. 


At Fajetti 


U.. 24, 
At 
IndUnapoli: 


Teaeheri, 23. 


At Crawfordivllle—Notre Dam*. 19: Wa- 


b»jh, 19. 
At FairfleK—Pirtoni, 13; Slmpton «ol- 


leie. 2Z. 
At Wlnona—Wlnona Teaehen, M> *•- 


che'ter Junior, 18. 


At Sioux Fall*—Sioux F»1U, XT; A«r«»- 


tana, 24. 


At Grand Forki—North Dakota C., »T; 


', St. 
Olaf, 
35. 


At 
Superior—Superior 
Ttaeberi, 
42; 


Marquette Teacher:. 35. 


At Lake For«l—Lake Forest, 


Morris, 20. 


At Eureka—MeKendree, 31; Eureka, 27. 
At Rock Island—Elmhurit, 25; Aufui- 


tana (HI.), 23. 
At East Lanilnf—Mlchlmn A«ie«, 19; 


Marquette, 16. 


At Austin—Ttxai. 27; Arkansas, SI. 
At FlndUy—Flndlar, £2; Cedarrille. 15. 
At Monmouth—Carletou, 17; Monmautb, 


IS. 


At Marietta—Marietta, 40; Kent State, 


20. 


At Bluffton—Bluffton, SI; Obi* North, 


ern. 
22. 


At Dnrlon—Dayton, SI: John Carroll, 26. 
At Dcmer—Western State, <44; Denrer 


U., 37. 
At Boulder—Colorado, 33; Colorado Mines 


9.At Greeley—Colorado Teachers, 34; Wy- 


WESLEYAN BOWS 
TO BRONCHO FIVE 


1 0 
0 0 
3 0 
0 0 
I 2 
0 2 
0 0 


BrnartS, I 
Ooo*. c 
Allrn. c-c 
Zaaderx. * 
Deaaey. f 


Total* 


Lost Night's fights. 
M yrw T«rr* — Ylar? Wm 
leu 
fUrrer. 
Enrfand. 
IS 


jl«rar4 Jark 


At H«* S 
t.-rir. f 
fernlM Trt« A«rt«l. 
ran**. 
At 
HoTlj «•<><. 


y, In 


Carfle. Franrr, 
. tUlUnorr, J * r 
. 


AT*. — Tmm? Frmnau, 


Oral... 1* 


Cat.— Cla*«e 
Varan-. 


«rfcr4 «r»t A] Jrmve. 
OTtoani. in ilitfc Ttnmt. 


Hrraan, 


Th» Delaoorv 1-asn salllrd Jn tne *.-e- 
cnd Jiall and cr»* rri -K-lthla 1-ro j>oin:i 
<il t!-» Tl«or*. A lire nwmr we 
-Jaci- 


snr) a 5hn»-?o!nt lead *t J3» *sd ft 
»fce 


llJird T-rriwS. E«c3i tram «or»a If) Sw- 
kls Jo .War Iteal qBirter aTid Jattwa 


xa *iSd:t3oa»l cSTi tw*. 
Jordan, caard, •»•»* U« 
la the Jaeison Ittetrp. 
HSs 
bo:h on jsaittac jrtaTj mad on delrare 
•»< TCTT flltcMve. rostrr jCharrd scorln; 
honors irjih Jorinn *r KaataK th; rioo? 
tulw irith lield jroal< aad cnce irith a 
Itft Uirtnr. 
T})!- pajatins e>I JJ>e B^cch- 
arr srnsa was jttpertw to that cl the 


WESLEYAN HIGH' 


PLAYS ASHLAND 


The Wesleyan high squad meets 


Coach 
Brvan 
Harrcll's Ashland 


leather tossers tonight at 8 o'clock 
in the Wesleyan gymnasium. 
Thc 


game will be preceded by a tilt be- 
tween second strings of the two 
schools which starts at seven. 
The Wesleyan high squad has 


been Dropressinn steadilv each week 
and Coach Mitten's team will give 
opponents plenty of trouble if more 
accuracv in goal shooting can be de- 
veloped. The Young Methodists lost 
a last minute tussle to Syracuse 
early in the •week. 17-15. 
Coach Harrell has an inexperi- 


enced squad at Ashland, but indi- 
cations are Jhat the vctsran mentor 
has brought them alcswr fast, as the 
Ashland rappers held «ie powerful 
, Crete five even during: the first half 
of a holiday tilt before finally fall- 
ing before *2hc 


Methodists Bowled Over 


In Conference Opener 


At Hastings. 


HASTINGS, Neb., Jan. 10—The 


Hastings college Bronchos pranced 
to a 34-24 win over "Nebraska Wes- 
leyan in a spirited cage tilt here 
last night. It was the formal bow 
in the state college conference bas- 
ketball race for both squads and 
the Hastings entry again estab- 
lished itself as a leading contender 
for cage laurels. 


The Bronchor got off to a big 


lead early in the first half, runnine 
up 11 points while the Waldorf 
crew was able to count but once on 
a free throw by Fitz. Trailing 10 
c_-inters, the Methodists began to 
drop a few of the numerous short 
shots they were getting and goals 
by Ward. Fellers and Trott brought 
tli3 Methodists to a slim two points 
in the rear near the end of the 
half. 
Bruntz dropped through a 


two-pointer to give Coach Keels 
outfit a 13-9 lead as the half ended. 


Srcand H»lf Specdr. 


Both quintets opened the second period 
*lth bursts of speed. 
Glenn dribbled In 


lor a goal mnd the feat wa$ duplicated 
br Fitz ol the Methodists. 
Ad Sirens 


dropped a two-pointer and Fitz retaliated 
*ith a great one»handed effort and the 
margin still was four points. 


Thc Bronchos began to dra-w awav how- 


ever, ana successive baskets by "Bruntz 
and Ad Blvens. along with a gift toss by 
Blvens. put thc local five la front with a 
13 margin before Johnson found thc loop 
*lth a lonp toss. 


Ad Bivcns counted on a nice follow-In 
snot and Ward kept toe pate with one 
from the corner of the court. 
Two bas- 


kets by Johnny Shea, one long and one 
snort, pics a set-up bv Blvens. jave tnr 
Broacs their greatest lead which was 14 
counters, and ended the Hastings scorini. 
In the dying moments » field goal by 
Kellers «nd foal tosses by Parker cut thc 
raarcln by four points* 


Thc Methodists had more opportuni- 


ties at the baskets durlns thc first half 
bat as usual had great difficulty getting 
the sphere through thc iron circle. The 
Ketl squad had thea dvaritace curing tnc 
smmd prriod. however, and bv a fast- 
breaklns offense was able to «t majy 
easy scr-rtas chsnces. The score: 


•ailing*. 
Wesler—• 
S FT F 


Ad Slfns. f. S 5 2 Klz. t 
Brunts, f. 
3 3 2(Ward. 1 


Kemp. f. 
0 0 o; Feller*, f. 


Eyre, c. 
0 0 0| Miller, t. 
Bas^ett, c, 
1 0 OJGibb c. 


G3enn. f. 
1 0 3 ! Paul. c. 


Al Blv-nj. f . I 
I 2|3*m-tt. e, 


She«. ir. 
2 9 2 Johnson c 
Olson, f. 
0 « 3 Taricr. s. 


'Troll, s. 
Totals 
f 1« ? 31 


1 Tol-alt 
:s « « 
Xclerec_»r. E. C. JTortes. Kaasaj Stale. 


.«« 


« A«**r» r«*. N. }.—»1 
t)tli, Ti. J,. wMrrwrtrtl. • 
ftllJ^rT), TrflllMi, fj| ffftJfH 


et~,T»:», rri<-«i<-a rat n«v.», rfc i»*rtjtm». 


Erif. r».—Ili-at fin*, rri. 


tJie 3?a"vc}o£k ^ajjxnt *eJC UTj- 
alilr to sccTOVpllsh tn-orlj m ibr first 
h»3I. trirr e»sr>e li»t* Jn the last 1*'0 
7**!lOwc 1^ ^''v a cOiiiiDpi'ida^u? 3?ra2d tf 
XrtrthaTl 
The icfea'Jve plaT «' Cap- 
tairi ,1 Fr=r«I •**•! trcrptJor.»31v cot»d 
Tlw firtrt-wmwier ra> rtmlaatea Helrr? 
frcd Uif 33ns*rwtrt' 313>"trp jafl th» Jor» 
•was fcr-nTv J-n. The nccrr: 


Jartura. 
i 
MiTrixck. 
r' 
s rr r 


2 Harrison. I 
3 l l 
isaiita. r 
o s s 
3 B«*T. c 
1 « <i 
13 Fr*-atJl « (ei 3 « 3 
"Ymnz. v 
3 fl *) 
* Dnncrr. 5 
fl 
o c 


B IT 
JC»ni3rT. 1 1 fl 
FortfT. J 
2 5 
Btrrra. c 
3 3 


Jwflan e, ar, 2 3 


T ; o « 


FJsJi 


Ft». 
I ...... . ........ 
............. 
" 
............. 
f !** 
c 
............... 
Shirk 


C 
............. 
R- *<"* 


- 
,.,,.,..e 
............. 
Zxnrrn 
R"fcrre — Jo1™ •Waliorl, Nebraska. 


Totals 
« 1 f i 


3 1 •"! 


33 13 31 
'!«•«—I»"tn En p*t. 


? 
S> 31 11 11 11 T 


J4 
s s * 9 
j> 


A» 
. 


TAT* 
in«ur»fwt-!r%t. 
Trace?, 
irlrtttft 


Cleveland has i^saed a dmial that 


j* W5ll -»ithara~ at* sijppcri 
from 


Jhe FredtTjc); flub of the Blue 


Pershinff Invited 


To Referee Relays 


DES MOINES, t*- Jan. 10— 


<AP.)—Efforts •will be renewed 
to ftt General John J. Pcrshinc 
io jtcrrc as honorarj referee of 
1M* year's Drake relays, it was 
derided at a mceUnj of the 
relay comm'ttce mecUnir here. 


E. C. Lvlifin, business man- 


ager at l>ralte who 
has con- 


ducted njctiiiaUrim tiricc with 
Ihc jcrnrrai for his appearance 
here, WM delegated 
tf> wnrw 


the invitaiion. tariff 
Por^hini 


ha<- ya!d he 
hoped 
io serre 


j<<Tnetin»c trhrn other 
irrcnis did not conflict. 


B FTF 
3 1 3 
2 2 3 
2 0 2 
0 0 0 
0 0 2 
O 0 1 
a o o 
0 1 0 
0 2 n 
1 1 2 


First naif— 
vllasn _ 
2 4 4 S 7 9 JO 11 11 31 11 U 


o" ...9 0 1 3 1 1 1 3 3 S 7 * 


1* *— 9 
Second calf— 


Ha»«acs .. .« JS 17 17 3* 20 SI J2V« 3« 


2* 28 31 3D 30 32 32 3« 34 34 34—24 
•n><e7»a . , j ai 11 33 13 33 13 33 53 53 


IS « 17 37 It IS 20 20 22 23 2!—34 
Farmers Too Good 
For Omaha Quint 
A second half rally, -which fea- 


tured so3Tie fancy basket shooting oy 
Wlschmeier. tall center and Snipes 
elusive forward, enabled th<> Ag «>J- 
le?c basketball team Jo defeat ths 
University of Omaha Pridav night 
at the Ag collece Rvmnarfuai, 39-23. 
The Fairhers led 13-10 at the inter- 


" !l~n. Score': 


At C*1>ti». 
' 
>"n1. «T O»!»fi«. 
rr r 
B JT r 
'i Thn-n-pfm. 
I 2 n : 
. 
< n n 


Fig/it Fans Boo When 
Judges Award Dundee 
Verdict Over Briton 


BY LES CONKLIN. 


NEW YORK, Jan. 10 — Vince Dundee, the Salvation 


Army boxer who is often down but never out, found him- 
self unexpectedly thrust into the middleweight spotlight to- 
day as a result of his close victory over Len Harvey, highly 
touted king of the British 160-pounders, in a rip-roaring 12- 
round bout at Madison Square Garden last night that 
marked the Briton's American ring debut. 


Comes Up From Floor. 
believe all you read in the British 


Belted to the canvas for counts newspapers, 


of eight and nine in the first round, _ Tough as a boarding house steak, 
the swarthy Italian got up off the 
floor to eke out a victory over the 
gangling Briton. 
It was Harvey's 


second setback in 251 starts, if you 


Trio Setting Pace 


In Pocket Compet 


TOURNAMENT STANDINGS. 


G 
W 
L 


• 
4 
3 
1 


Strasheim 
4 
3 
1 


Wise 
4 
3 
1 
Knizhi : 
4. 
2 
2 


Willman 
4 
1 
3 


Mills 
4 
0 
4 


Pet 
.7JO 
.750 
.7iO 
.SCO 
.250 
.COO 


A 
possible 
three-cornered 
tie 


looms in the pocket billiards cham- 
pionship tournament at the Sara- 
toga Parlors. Alter the completion 
of 'Friday nieht's games, Davey, 
Strasheim and Wise were locked 
fast in a triple tie for leadership, 
each • wi-Ji three victories and one 
defeat. 
Monday night's program, 


which •srill conclude the round robin, 
may not settle the championship 
contention, as each of the three 
leaders •Rill be pitted against an 
opponent ranking in the second 
division and play-off of a tie most 
probably 
•will 
be 
required 
in 


awarding the 1931 championship in 
capital city CMC circles. 


The Friday schedule had iis up- 


set in the defeat of Cal Knight. 
present champion, b~ George Stras- 
heim. 63 to 300. Strasheim com- 
njetcd his string of 100 in 29 in- 
nings and had high runs of 20 and 


Ijeonard Davey. -winner of Use 


1930 
tournament, 
turned back L. 


Willman, 100 to 92. in a tight con- 
test of 37 innincs. 
Oarer's best 


break -was 30, •while Willman once 
reeled off a run of 30. 


Carl Wise kept in Use champion- 
l3r» TimTi" .rr 
VTT *vn*TO«^«fT 
t>-»"Ml 
ship 
or outplavtag Paul 


Mills, 190 io 62 in 35 innings. Mills' 
best run tras 17. 


The Monday night program pits 


Wise aeainst Knicht. Sxasheim 
against Willman and Dare? 
Mills. 


3 
»- 
J) 


: 7 3 


n 
ft 


1 
•) 


2 
1 
1 \7~~li\70V\ 


; n 1 
(i v>« ? 


£ ft 0 
3 SUTVT. 5 


37 
5 * TiTS's 


TIGERS OF DOANE 


START WITH WIN 


GRAND ISLAND. Neb.. Jan. 10— 


Ooane col3a?e. state oollcKe cham- 
T>ions of 3930. opened the 1933 cain- 


last nisht trtth a 24-13 vjc- 
over Grand Island coll"tr. 


The Tie«s led 12-7 at the end of 
Jhc Jjret r>slf. Score: 


i 
<i 


fl 
0 


3 1 
1 o 


3 
I) 


3 rr r 
i n n : 


r»-t'T. s 
AHT. r 


1 
2 Glb"TJ 


7 2 R/>M:r r. 
« 
3 •*•»;]« « 
; 3 A ,r»r 5. 


~.~rt, 


t 
n 
Tr 
-f) 


33 
3 53 , 
T 
13 4 


Dundee kept boring in and piling 
up points in the infighting, earn- 
ing the thunderous plaudits of the 
ring worms who lash themselves 
into a lather of frenzy at the sight 
of an underdog shambling out of 
the resin dust and staging a rally. 
The Italian's body attack eventual- 
ly took much of the steam out of 
Harvey's punches. - 


Scribes Criticise Verdict. 


Although the judges and referee 


. were unanimous in awarding the 
verdict to Dundee, half a dozen 
ringside observers, including 
the 


writer, thought Harvey 
•won the 


fight. One veteran scribe gave the 
Ney.-ark, N. J., boy only one round, 
while several others called the scrap 
a draw. 


The Briton never protests a de- 


cision—in fact he has had occasion 
to squawk on only one previous 
verdict. But his trainer, 
Archie 


Watson, and Harvey's beautiful 
blonde "wife made" no bones about 
expressing their belief 
that Len 


had been robbed of a well-earned 1 
victory. 
• 


Briton Not Complaining. 


Harvey said in his dressing room ' 


after the fight that he couldn't un- i 
derstand how Dundee managed to 
survive those two 
knockdowns in 
the first stanza. 
When he put 


them down across the pond, they 
invariably stayed put. 
• 


"I might have been better off if 


I hadn't scored those knockdowns" 
he said wryly. -As it was, T be- 
came over-anxious and foucht mv- 
scll out of my stride. I was so 
anxious to make a good impression 
that I made a bad one." 


Englishman Looks OooC 


As a matter of fact, he did noth- 


ing of the sort. His snort, jolting 
Jcfts had Dundee reeling time and 
again, and at rare intervals be un- 
corked a honey of an overhand 
right which he should have used 
oflener. 
And his engaging smile 
uader punishment soon caweht lie 
fancy of the crowd. 


Harvey will do much better when 
he becomes accustomed to the Am- 
erican style of lighting. Acms- 
tomed to clean breaks in England, 
he was at a law in the infighting, 
a*3d also was bothered by repeav-d 
warning"; by the 
referee. 
The 


Briton had a trick of back-band- 
ing his opponent Trith his left, and 
also was cautioned by the referee 
for heeling with his glove and giv- 
ing Vince thc elbow on close quar- 
ters. 


Dundee "Leaping t«na,"* 


Dundee, the shorter of ib» two 


•was a regular -Leaping Iicna." He 
kept jumping off 
the floor and 
chcnrp^z rights to thc 
English- 


man's nov and mcruth. drawing a 
stream 
of clarrt 
The 
Italian 


for al] the world 3ik* Giis 


demtHistratjng his fly- 


3J3E tack;? 


About 10.000 fans -witnessed tbe 


fracas 
Harvey vax a two to one 


'avonte. 


27. 


At Salt Lake 


37. 


-Utah, 51; Montana Statt, 


At Colorado Spring!—Colorado Colleie, 


32; Phlllipi Oilers. 20. 


At Satita Clara—Oljmpic club, M; Santa 


Clara. DO. 


At Loi Anielei—California, 32; Stanford, 


S3.At Hamilton—Temple. 36: Colrate, 23. 


At Dnrbam—Bukt. 40; Wake Forest, 27. 
At College Park—Maryland, 35; V. M. I., 


38.At Chapel Hill—North Carolina, 34; Ran- 
o-Qlph-Maeon, 23. 
At Tuscalo<»—Alabama, 2.1; North Caro- 


lina State. 17. 
At Mt. Vernon—Cornell, 40: Coe, *•• 
At St. Fctcr—GnjtiTun Adolphui, 24; St. 


Marj's (Wlnona), 


At Norfolk- 


Junior, t. 


-Norfolk Junior, 16; Hebroo 


Leaders Stick To 


Habit of Winning 


The St. Marks Reformed cagers 


added 
string 


another victory 
of 
consecutive 


to' their 
triumphs 


A. 


when they trounced St. Paul M. E. 
23-15, Friday night in class I 
division of the 
Y. M. C. A 


Church league. 


Elm Park M. E., also an un- 


beaten 
quintet, 
hurdled 
Second 


Baptist, 27-18. The Elm Park lads 
have been bowling, over their op- 
ponents consistently this season. 
East Lincoln Christian turned in 


the highest number of points of the 
evening in the game in which the 
East 
Lincoln 
youihs 
defeated 


Tabernacle Christians, 34-9. 


The two quintets of College View 


lads met and the result was a lop- 
sided 29-2 victory for Union Church 
over Our Savior's Lutheran. 
The 


scores: 


St. Mark*. 2.1. | 


B FT F| 


Cruise, t 
41 


Neel. f 
« l 
Pcden. c 
0 0 


Dier. K 
0 1 . . . . . 


Sawyer, g 
0 0 2|Straka. 


St. rani, IS. 


B JFT F 


2(Woods, f 
4 3 0 


2|I>arge. f 
0 0 1 
2|Hawthome, f 0 0 2 
0|Kipp. c 
- - - 


Totals 


IKimrnel. 


10 3 8| Murray, 
ISturmer, 


Totals 
5 5 6 


Score at half — St. Marks Reformed, 13; 


St. Paul M. E.. fi Referee— Art Por7, Ne- 
braska. 


rim Park. 27. 
I Second Ba»L. IS. 


B >T Fl 
B IT F 


AUcn. f 
4 1 JiBiager. f 
0 1 0 


Lanman. I 
2 0 


Clark, c 
3 1 


Barn«. t 
3 0 
punn. f 
0 0 


Blockirlti, 1 0 0 


4|Fountain. 1 4 
HSmlth. c 
3 


IJFreuncJi. c 
0 


0|HolUenaorf, gO 
UKurtz, s 
0 


n ^ 
1 


Totals 
12 3 9! /Totals 
7 4 5 


Score at half—Elm Park M. E.. 
1«: 
Second Baptist, 1. 
Referee—Art Perry, 


Nebraska. 


Ea»i L Chris.- 31. 1 Taktrnaclt. t. 
1 
B FT FI 
B rr r 
l>gonl. t 
S O HHJnawn. f 
1 0 0 


Eddy, f 
0 0 1'Hutchlasoa 1 0 0 0 


Pierce, e 
3 I i. Smith, f 
0 o 3 
Llnd. s 
3 1 Stociiood. c 1 0 2 


Clarte, s: 
1 O Oiaarael. f 
0 1 2 
i3utch«r. c 
1 0 2 


Totals 
1« 2 S'SehmiU. s 
1 0 0 


"I didn't want to do it," Demp- 


sey said, "and I didn't hurt nini. 
but T couldn't stand up in front of 
a crowd like that and let the fellow 
punch me around." 


The blow .vas preceded by other 


incidents during the wrestling match 
wherein Edwards ripped the shirt 
from Dempsey's back and all but 
deprived the former champion of 
his silken undershirt. Dempsey was 
plainly irritated, but did not re- 
taliate 
until 
Edwards 
actually 


swung on him. 


Ten thousand fans, drawn to the 


arena mainly by the mauler's pres- 
ence, howled their 
glee 
as 
he 


snapped the short right that sent 
the wrestler sprawling. When the 
atmosphere cooled, a score or so of 
women spectators staged an im- 
promptu battle for possession of 
Dempsey's torn shirt. 


(Editor's note: Billy Edwards Is 


a former Nebraska wrestler, making 
headquarters in Nebraska City 10 
years or more ago. On two or three 
occasions, he wrestled preliminary 
bouts on Lincoln programs.) t 
Jackson Ready To 


Meet Manhattan 


Jackson high entertains the cage 


squad 
from Manhattan, Kansas, 


high tonight at 8 o'clock on the 
Jackson floor. The Kansas school is 
noted for its strong basketball teams 
and it appears that Cokch Clarence 
Little's 1931 qvintet is no exception 
to the rule. Manhattan high won 
the North Central Kansas league 
cage championship last season and 
the Jayhawk mentor has two regu- 
lars, Robert Fliok and Captain Ed 
Wreath available this year. The 
Manhattan team lost the 
season 


opener to McPherson, champion of 
the Arkansas Valley league, by a 
narrow margin. 


Eecchncr Team Improving-. 


With but one regular from last 


year's team on his squad, Coach 
Ralph Beechner has done excep- 
tionally well with his material at 
Jackson "and his squad has 
been 


showing rapid improvement. Jack- 
son upset Havelock high. 17-13, in 
a Greater Lincoln league tilt at 
Havelock last night and appears to 
have found the range of the basket 
at last. Against Omaha Tech, the 
Beechner five was able to convert 
but a single field goal from many 
chances. 
The Kansas quintet will be eager 


to even scores with the local team, 
as Jackson, under the regime of 
Stuart Bailer, won a close decision 
over the Kansans last year. Beech- 
ner probably will start his regulars, 
Foster 
and 
Kanzler, 
forwards; 


Bowens, center, and 
Jordan 
and 


Amos guards. 
Max Roper will 


referee. 
• 


Scorr at 


1 
4 1 


Christian. 


11: Tar»-m»cJ- Christian. S. R»I«it«—Ait 
P»rry. 


1 


GT..T. i 
ScnH, c 
Ca3"?. s 
Brinton, S 


•». 
I 
O«r S 
B FT F1 
3 o 4 Ran*. J 
4 
l 


3 l 
2 i 
O 0 »l3r3t»n, c 
2 1 C ChrlsleoHSJ 


B FT F 
0 
0 


f 0 


14 1 
Totals 
» 3 « 
Chtircli. 52: Onr 


Referee- — Art r«rj. 


Totals 


Soorc »t 3i»lf — 


SaTSor"* IflrUwna. 0. 
Nfbrmrt*. 


Both dirtxicnu of class C 


tion Saturfl*T n!<*t on tbt 
The jjrosrara: 
• 


S 3n — SernstO BujrtWt 
TJS 
TUret Bs7>!J<rt 


«:1S— Brtlmny ChriCUan T*. Flrrt W. E. 
7 -OH— St Paul M. E T«. -rwnt>> pautW 
~ «S— First nrmcrBth vs. Zlm F»r* M. %. 
8-30— U-arrrn M E v*. Harrloc* M. E 
5.15— Sec, Prcrtrj-t«1a» m Grace M. E 


Into ac- 
~ Door 


BLUEJAY CAG6RS 


BEATEN BY BEARS 
OMAHA, Jan. 10—'/P>—Washing- 


ton university of St. Ixjuis last night 
began its defense of the MteDufi 
Vallcv title it shared last vcar with 
Crcighton UTiivcrfitv. bv defeating 
Creishton 3n a fast same here by 
1J3* score of 2fi to 23. Crcishton 
If 5 at the half. 12 to fl. and "in- 
Tca,*ed the marsrin to 16 to S a<; 
the second half slarted. only to i<re 
the Bears come back and ti* the 
score at 20 each. Stcidcman thr-n 
sent Washington into thc lead nilh' 
a gift shot and Smvllfi sc-sred up 
tire game with two quick baskets. 


RESERVES LOSE 


TO BETHANY HI 


Homey Quintet on. Short 


End of Court Clash 


With Clarkmen. 


The tall Bethany high cage 


team presented an airtight defense 
which held the 
Lincoln 
reserve 


quintet to a trio of field goals in 
handing Coach 
Horney's 
lads » 


neat 15-8 lacing on the Bethany 
floor Friday night. 
Coach Clark started his second 


string but 
removed them 
soon 


after the 
opening whistle. 
The 


regulars 
-were slow 
in starting, 


however, and failed to score in the 
first quarter, which ended with the 
Red and 
Black: 
second 
string 


ahead 2-0. Two 
field 
goals by 


Ronald Shuman plus a basket and 
a free toss by Williams brought 
Ncthany a 7-2 lead at the half. 


Basket Hits Scarce. 


But three baskets were counted 


in the third period, one each by 
the Shuman twins 
and 
one by 


Card, center of the Lincoln quint. 
The fourth period also saw little 
scoring. Ronald Shuman and Wil- 
liams each potting a two-pointer. 
^ 


while * basket by Card and a pair 
of foul 
throws 
constituted 
the 


scoring of Coach Horney's team. 


The reserves had numerous open 
shots at the basket but saw most 
of thc:r efforts 
roll around thc 


hoop and fall outside. Thc Lin- 
coln third string won a prelimin- 
ary tilt from the Bethany seconds, 
12-8. The score: 


•ctkuy. 
l 
n FT n 
Thompson I to 0 OIHasntntr, T 
sitter, i 
« • iiAjms. j 


Ron SlTU'a f 
4 * *)!H?1<5rarricJj 


«]H*«:MB1, 1 
~'Sorting, f 


RoflSlTO'a I 
Billxrd c 
Willluu c 
Tfmn, * 
VtrJey. x 
C SfnarnflTi i 
Critchficid 1 


Tot nit 


001 OlCanfl. e 


2 Ray. « 
3 'North, f 


f O 


.">02 
* 
0 
, » 
O 


B FT F 
0 0 2 
1 0 2 
0 0 
O « 
t) O 
0 1 
3 
30 0 
0 n 


34 
3 
fl| 
Toriy. 


Totflr 
3 2 « 


BASKETBALL TONIGHT 


NEBRASKA 


vs 


MISSOURI 


JEWS PA PER I 
IN FW SPA PERI 


EIGHT 
THE LINCOLN S T A R -S A T U R D A Y , JA N U A R Y 1 0 , 1 931 . 


a Big Six 
Gets Und er Wa y 


Husk ers a t Ho me With 
Misso uri;Ok la ho ma a t 
Ames With Io wa Sta te 


BENTON CAGERS 
DISPLAY CLASS 
Misso uri Yo uths Ro mp 
To Decisiv e Victo ry 
Ov er Linco ln. 
' 
It was a 
finely -oilrd St. Joseph 
' Benton high school cage 
m achine 
; which exhibited its power against 
Lincoln high on Irving m aples F ii- 


STRANGE AS IT SEEMS— 
By Jo hn Hix 


BY GREGG McBRIDE. 
_________ 
The Big Six co nference basketball cam paign is o n to - jday n ig ht before a sparsely filled 
night, with Linco ln and Am es the scenes o f the o pening en- 
Un? Sii 
gagem ents. 
Nebraska and M isso uri, traditio nal riv als, will 
m eet at the univ ersity co liseum at 8 o ’clo ck, while Oklaho ma 
and Io wa State will clash at A m es in the o ther co nference 


t f f l s c f f bi i 
KE9 ÜLT9 


At Llaeo lB— » « B t*!! (S t. 
J aitp h ), 
*4; 
L inco ln, 17. 
At H nv clo ek—J nckao a, 17; H nv o lo ck. 1» . 
J n ck to n 
ro o o rTr« , 
IS; 
H av elo ck ro o o rv ei, 
IS. 
(T hreo perio do .) 
A t G r an i lalan i— St. M ary'a h i(h , 1» ; 
L inco ln C atkedrel. 


co ntest. 
T ig e r s l 4 t s i Y e ar 's C h am p s . 
T he N ebraska-M issourl game l.s 
the headliner of the program , the 
Tigers having captured 
the 
19 30 
conference cham pionship and Ne­ 
braska being figured 
to 
have 
a 
squad thi.s w inter w ith the ability 
to seriously test the Bengal chances 
to repeat. 
In prelim inary games, the H usk- 
crs an d Tigers have suffered about 
the .same treatm ent, the N ebraska 
outfit having dropped five of six 
games, while the Tigera have been 
.set back in to ur contests. 
Coach 
Charley B lack’s C ornhuskers, how­ 
ever, have been facing 
the 
more 
.‘.trenuous opposition, having play ed 
infer^ectional engagement.s in five 
of th.e .‘ Ix game.s. 
Ev en Chance to Win. - 
Nebra.-^ka will be conceding the 
Tigers nothing in tonight's 
entering the contest w ith a t least 
an even chance for victory . 
Tlie 
Scarlet, while It has loat fly e con­ 
secutive games, has m ade a credit­ 
able showing, the point m argin In 
five defeats being the slender edge 
of as points, 178 to 201. 
T his stiff com petition prelim inary 
to the opening of the conference 
.schedule ha.s been figured to season 
the .sQuad for the Big Six race and 
the C ornhuskers ^should enter the 
game tonight at m id-season stride, 
.Misso uri Impro v ing. 
After a floundering 
.start, 
the ; 
CRETE, 
Neb., 
Jan . 
10—C rete 
Ml.ssourl team has showm .signs of i high 
took 
a 
long stride 
tow ard 


rally had put the Red an d Black 
quintet in the running, only to see 
I 
the B entonites pull out a seven- i 
point m argin. 
I 
B enton wa.s one 
of 
the 
best 
trained high school quints tha t has ; 
perform ed agal. t Lincoln in the | 
past few season.« ;. 
Fortified w ith , 
'plenty of height in the forw ard wa’l 


I and po.ssessing a pair 
of 
clever | 
i guards, the Springerm en had team - i 
work down to perfection. 
Of the | 
nine m en 
composing the squad, j 
five are third -y ear m en and the 
other four are play ing their second 
y ear. 
W hitaker Scores F irst. 
W hitaker, guard de luxe, put the 
C ards out in fro n t after tw o m ln- 
- 
« 
w. - —1. lA utes of uneventful play w hen the , 
s i L?n« *n-5B?t*hin,. j® ^ 
| Lincolu defen.se allowed him to get! 


‘pIlH O Ü itfi WAS 
m p e fR .M HÜMA^i 
<SKIN e y P R .W .M . 
eoW M A I^ — o j 


? e te r& bu r 9 .V a . 


ft.9 . &ISHOP- 
fairbury. Neb. 


w R o te 4 9 J 7 0 u t r e R s o h 
0N£ 
SJP£ 
Of A ROStCARP/ 


ANSWER 
-TO y esi£ RQAy i5 


(-rMESOü ftRt 


Im provem ent. 
La.st M onday , 
the 
Tigers forced W ashington 
to 
an 
extra 
period 
before 
the 
B ears 


under the goal to score. 
H arold ^ 
M iller counted on a follow -ln shot 
to tie it up. but two tree tof^scs by 
t 
Hickm.'xn. .six foot thre? iur'n center. ' 
gave the C ards a 4-2 lead r.t the 
quarter. 
W am pler 
converted 
on 
W hit­ 
aker's foul, but the latter play er re­ 
taliated second.s later w hen H arold 
M iller was guilty of his second vio­ 
lation of the evening. 
Carlson tied 
it up w ith a beautiful shot after 
a 
dribble down the entire floor, and 
the stocky center followed It up w ith 
another basket, putting Lincoln two 
points In front. 
Two baskets by 
Holcomb an d one each by W hitaker 
and Erickson, however, cam e In 
quick 
succes.sion 
and 
put 
the 
Springerm en out in front, 13-7 at 
half tim e. 
Linco ln Rally Fails. 
A 
determ ined 
Lincoln 
assault. 
M id-State league honors last nig ht > led by C arlson and H erod Miller, 


S. 
L inco ln th ird t, 1? ; B o lh o n y re- 
scr%'c» , tt. 
AI ( rete—C rete, Vt; Kco rncjr. 12. 
At sld n rr— .« « tdnry, 21; Pa'.to n, II. 
At Fo lrbury— f'« lrbur<, Ifi; B calrltc. II. 
AI 
.No rth 
P U Ito — McCo o h. 
.W; 
No rth 
rtatte , 
i.V. 
M rCo o h, 
17; 
.No rth 
P latte 
l'ro ch , I» . 
At 
Wymo rc— W ym o rc, 
2.1; 
M an h attan , 
K ana.. I» . 
At M Inatar» —M Inataro . 22f 
IS. M lnataro ro ao reo a, 10; B rl4 fe» o rt re- 
••ree» . 0. 
At W ayno — W ayn e, 2« ; Sio ax C ity C en- 
Iral. 2*. 
. 
A t Ho ldro go — H o K rete, 80: » o r tr n n i, IS. 
A t E aym o nd— H aynio nd. 10; D w ifh t, 15. 
Crete Hi Clicks 
ln Cage Triumph 


put the C apital City crew w ithin 
three points of the visitors early in 
the fo urth quarter, but Cross and 
Erickson counted to put a Kay o 
on any Lincoln hopes of winning. 
Tlie Lincoln team play ed disor- 


w hen the C ardinals beat K earney , 
29 -12. 
C rete w as ahead. 
16-6, a t 
capped the verdict. 
T he W ashing- 
I the end of the half and had the 
ton quin tet trim m ed C reighton a t ! game well in ha n d throughout the 
O m aha Friday night. 
j second period. 
T he 
N ebraska 
lineup 
for 
the i 
C re.e scoring honors were well 
Mls.sourl gam e will find the usual ; divided, the C ardinal offense click- 
j ganixed basketball, little 
team w ork 
com bination of FLsher and Davey ■ ing In .sensational fashion a t tim es. | being display ed bv the B allerm en. | 
at 
forw ards. 
M aclay 
at 
center, K earney ’s 
scoring 
stren g th 
was i The brilliant 
ofienslve 
play 
of ; 
Hokuf and Ko.ster a t guard.s. 
R**- | som ewhat tripled by the absence of Johnny Carlson and the defensive 
turn of Davey and Hokuf to active 
panek. 
Score: 
I exhibition put on bv Ray Baldwin. i 
Crru. 
1 
Ke» rn« r 
i 
forw ard, w'ere the bright spots ; 
B » *r F 
. 
B 
PjOf the evening 
for 
Coach 
B aU er., 
2 2 
1 srhroeder i I 4 0 B gnton’s guards, W hitaker and Hol- 
5' comb, were the individual stars of 


Ra ssler Qets Ro ug h; 
ex -Cha mp So ck s Him 
Da isy Rig ht On Chin 


DALLAS, Tex., J an. 10— Here primarily as a referee in 
a wrestlinfl: m atch, J ack D em psey had staRo d a “ co m eback” 
as a figh ter to day as the result o f kncx'king Billy Edw ards, 
grappler, spraw ling w ith a sho rt right to the chin after Ed­ 
wards had sw ung wildly at him. 
Anno yed when D em psey awarded a decisio n o v er him 
to J im O’bo wd, Edwards, lo cally kno wn as a to ugh guy o n 
referees, swung a haym aker which barely grazed the fo rm er 
ring cham pio n’s chin. D em psey calmly, hut pro m ptly, landed 
a blo w which raised the w restler o ff his feet and sent him 
hurtling head fo rem o st to the m at. 
Co uldn't Stand Fo r It. 
C30LLEGE 
^DESULTS 


» 4; 
N e- 


*T dldn t w ant to do it." D em p­ 
sey said, “and I didn’t hurt iUm. 
but ^ couldn’t stand up in front of 
a crowd like tha t and let the fellow 
punch me around.’’ 
Tl\e blow '-as preceded by o m er 
Incidents during the w restling m atch 
w herein E dw ards ripped the shirt 
from Dpmp.« ;ey ’s back and all but 
deprived the form er cham pion of 


dutv l.s figured to strengthen the 
Nebra.ska quintet. 
Lineup: 
\ 
To night's Linrui). 
N e bra sk a - 
Pn.s, 
—Ml.ssourl 
Fl.sher ...................... f .................... Zinn 
Davey ...................... f .............. W agner 
Maclay ....................c .................. H uhn 
Hokuf ...................... R........... VanDy ne 


Parllek, f 
('•\v lrv . 
f 
H ftm lng, 
f 
Btfclm an, 
{ 
Ko l)^s. c 
Hi-lka, X 
D o uglas, 
g 


2 
1 
2 
2 
0 
(I 
2 
0 
2 
0 
1 
1 
0 1 
0 0 


OKrell, f 
0 
1 L elfler. 
f 
0 
1 M O raliam c 1 
0 D O raham g 0 
1 Q llland. g 
2 
2 C:ampbpl1, g 
0 
0 
1 
To lal-s 
4 
4 
0 


Rpfpree W' 
U 
7 
7 
II 
Bro wnP, 
E arlham . 
Teachers Balked 
By Waverly High 


The T eachers high cagers Rulped | iYoYcomb! g* 
2 


0 the game, W hitaker pulling down 10 ' 
0 ! points for high individual scoring i 
^ honor.s. 
> 
T onight 
the Lincoln quint 
will 
invade York for a game w ith Floy d ! 
G autsch’s Buff and Blue five, and 
the travelling C ardinals will tangle 
w ith G ran d Island 
high 
on 
th; 
T hird City court. 
The score: 
B ento n. 
L inco ln. 
3 r r r 
b f t x, 
Er lc’an (C) f 
2 
0 1 
Uar M il Vr 
f I 
0 
3 
Sum pter, 
f 
1 
0 0 Her Miller 
1 2 
1 7 
Cro as, I 
1 
Walpole, f 
0 
H lekm an. c 
0 


X« (JHkLll • • • • • • • • • • • • P S ' » *» » « 
weuia...ey» 4x- 
UlRdkV 
S 
K oster ................. .g .R n e c he m e le r i Frek tn! g 
O fficials 
John W ulf, Kan.sas, and 
V. S. Egan. G rinnell. 
i 
O klahom a, roughlv handled by all 
conference team s during the 19 30 
race, is preoared to sta rt after re­ 
venge tonight when the 
Rooner.s 
meet Iowa S tate 
college 
on 
the 
Ames court. 
The O klahom a tribe ! 
copped two gam es from Texas and ^ 
Southern M ethodist and then fin- i 
Ished 
tralr'lng 
w ith 
wins 
over | 
______ 
B ethany college and the O klahom a 
^^eir second defeat 
of 
the 
w'eek 
So o ners Fav o red, 
'w hen W averly trim m ed them 19-7 
T he Sooners. therefore, will enter ! Friday night on the university coli- 
the Iowa S tate game slightly fa- I scum court. T he W averly basketeers 
vored to win. 
Iowa State, however, , s’lpped through seven field goals 
ba.s a 
good chance to sm ear the and made good five gift to.sses to Benton 
..........2 2 3 4 4 5 5 5 7 
0 n ii is 
N orm anltes. as Coach Louis Menze ! account for the ir total. 
uncoin 
0 22 2 3 3 57 f 7 
7 7- 7 
has five veteran.< on the Ames ros- 
Although nearly the entire T each- 
te r alone w ith some prom ising re- . ers squad was inserted 
Into 
the 
rrults. Tlie Cy clones have won two lineup, 
the 
W averly defense was 
of three earlv season contests. 
| able to stop the Teachers' scor- 
K ansas and K anras Aggies, fig- ing. 
Only Laub. Els and D ler were 
ured to come in for a big cut In the able to break through the W averly 


le m u r s , ÎOWA- 


P w e o IN 
Ù C-fA-ffi 


CHAMPIONSHIP 


HOCKEy GHMÈ 
/ r f - i n e ftOÉ 
Of 64- 


G olf is not the only thing tha t 
has had 
its m iniature stunts. 
In 
Pairbury , Neb., there was conducted 
a m iniature w riting contest, and A. 
S. Bishop, after “train in g " for two 
weeks wrote his 49 ,170 letters on a 
postcard, com prising 1639 sente*nces 
of five words each, in eleven and a 
half hours. 
• 
• 
• 
C harles Von Berg, the 6 7 -y ear-old 


... nnbuaue ' enee, nowied tneir 
glee 
as 
j snapped the .short right U iat .sent 
SS; 
In d ian a 


e 


. " ■ / u ■' 
PitflPH ON A 


N iA s s A C H u & É f t s 
i f l w y e g 


• 0kCh» « Nevioaper S ritä kMt» 


hockey 
plaj*er, 
had 
the 
unusual 
pleasure of returning 
to 
his old 
home tow n in trium ph. He moved 
aw ay from it when he was six, an d 
return ed when he w as 58, play ing 
in a state cham pionship game as 
captain and goalie. He still play s a 
rem arkable 
game, and 
is also a 
nim ble, first-rate tennis play er. 
• 
• 
1» 
Dr. Bow m an’s .silhouettes are a 
hobby w ith him and he happened 
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to use hum an skin in m aking them 
becau.se he had the skin on han d — 
laboratory .samples, w hich he had 
dy ed black in the course of experi­ 
m ental study . • 
• 
• 
Any reader w anting furthe r proof 
of any thing depicted here should 
addre.ss 
Jo hn 
Hix, 
care 
of this 
paper, and enclo.se a stam ped and 
self-addressed envelope for replv. 
JO H N HIX. 


At M« « t l n*» — 
eo l le» * 
G« nd'* uund—» « » n e coli« f*. 
24i his silkcn undcrshlrt. Domixsey was 
Gr» nd uund foiifge, 11. 
plainly irritated , but did not 
rc- 
At 
Mnco’n—Agfir» . 39 ; Omahx 
. taliatc 
Until 
Edw aids actually 
“ ai 
'L pid n ty -s .uth D . k . t . 
M in r., ! sw;ung on him . 
SO; chadroa Ttarher» . 29 (fxtra period).' 
T en tliou.sand fans, draw n to tlie 
At 
Omaha—wa» iiingt« n. 26; cr*i|hton, 
j Rj-ena m aiiilv bv tlic m auler s pres- 


’ \ t 
r ay t t — ip p e r 
i.w a 
- 
' ^nce. howled their glee 
as 
he 
I ’.. S4. 
At 
In d ian ap ell» — B atU r, 
T rarbera, S3. 
At C raw fo rdi'rlllf— N « tr« D am a. *0; M *- 
b*th, 
10. 
At F alrfU ld — Farao n« , 00; Slm paaa • • ! - 
|« fe . SS. 
At W ln « n » — W ino na To acho r« , M i 
•heater J u n io r, 10. 
At Sio u x Falla— Siau x F alU , 07; A ugua- 
tan a, 2t. 
At G rand Fo rka—N o rth D ak o ta D ., 07; 
St. O laf, 
S3. 
At 
Sup erio r— Superio r 
T tach era. 
42; 
M arquette T eachers. .1.3. 
At Lake Fereat— Lake F ereal, 24; 
Mo rria. 20. 
At E ureka— M eK endree, SI; 
E ureka, 27. 
At 
Ro ck 
lalan d — E lm h u rst, 
23; 
A ugua- 
tan a 
(ill.) , 
At Eaat 
l.an ain g— M lah lg aa Aggiaa, 
10; 
M arquette, 10, 
A( A n itin — T axai. 21t A rk anaai, 2S. 
At F in d lay— F ind lay, S3; C ed arrllle. 23. 
At M o nm o uth— C arlo to n, 17; M anm aiith, 
15. 
At M ario tia— M arietta. 40; K en t S tate, 
20. 
At R lu ffio n — B lurrto n. 01; O hio N o r th . 
ern. 
2 2 . 


the w restler spraw ling. 
W hen the 
atm osphere eixiled, a score or so of 
women spectators staged an Im- 
orom ptu battle 
for 
posse.sslon oi 
Dempsey ’s to rn shirt. 


(E ditor’s note: 
Billy E dw ards 1«; 
a form er Nebra.ska w restler, m aking 
headquarters in Nebra.ska Citv 10 
y ears or m ore .igo. On two or three 
occasion.s. he w restled prellinlnary 
M t. bouts on Lincoln program s.) 
Jacksonlleady To 
Meet Manhattan 


Jackson high en tertain s the cage 
squad 
from 
M an hattan . 
Kan.« )aR. 
high tonight a t 8 
o'clock 
on 
the 
At D ayto n — D ayto n, SI; J o hn C arro ll. 2« . | Jack.SOn floor. T he Kail.sas SChOOl Is 
, 
, 
j noted for its strong basketball team s 


At Bo ulder—C o lo rada. XU; C o larada M ine« i and it appears tha t CoAch C larcncc 
0. 
At G reeley— C elarado T eacher« , 04 1 W y­ 
o m ing, 27. 
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L ittle’s 19 31 qrgntet Is no exception 
to the rule. M an hattan high won 
the N orth C entral K ansas league 
cage cliam plonshlp la.st .sea.son and 
the Jay haw k m entor has tw o regu­ 
lars. R obert Pliok and C aptain Ed 
W reath 
available 
this y ear. 
Tlie 


T o tals 
10 


0 
I ’B aldw ln, i 
0 
0 
0 
0 
0 
(;« rl.<so n, c t o 
o 
2 
3 
W am pler, g O 
i l 
2 
2 
Yclkln l« C) g 0 1 1 
0 1 
- 
1 
T o tals 
7 
3 
7 
4 
0 
Frea th ro w s m issed 
Hero d M iller, B ald ­ 
w in. 
C arU o n 
2. 
W am pler 
2. 
Yellc.n 
2, 
H ickm an 
3. 
W hitaker, 
H o lco m b. 
R unning Sum m ary. 
I’lrst h *il— 


Seco nd lialf 
B en to n 
.............15 15 15 17 17 10 11 10 20 20 
22 2 4 -2 4 . 
U n c o in ............ 7 
0 10 10 11 11 13 15 15 17 
17 17 
17. 
R cferea— M ax Ro per, Nabraxka. 


WESLEYAN BOWS 
TO BRONCHO FIVE Fig ht Fa ns Bo o When 
Jud g es Awa rd Dund ee 
Verd ict Over Brito n 


BY LES CONKLIN. 
NEW YORK, J an. 10 — Vince Dundee, the Salv atio n 


Crawfo rd, 
M illar, g 
Sm ith, K 
Pierce, g 
D all, 
g 
M artin, 
g 


To tal» 


conference spoils, delay their con­ 
ference Inaugural 
until 
M onday 
evening K ansas takes on O klahom a 
at Lawrence, while the Kaggle.s play 
Ml.s.souri. T he Javhaw kers have won 
six non-conferenee 
im es while the 
, 
W ildcats have finished ahead 
in 
r.m em , f 
five. 
Hawkey es Defeat 
Nebraska Matmen 


IOWA CITY. l a . Jan . l(f—Iow a 
defeated Nebra.ska in w restling here 
la.st night, 17-11. 
T he C ornhuskers 
won three of the first four m atches, 
bu 
lacked stren cth in the heavier 
dtvi.sions. 
The 
Nebra.ska 
squad 
m eets Cornell college a t Mt. Vernon 
tonight 
Sum m ary : 
115 po und* 
H eady (N> wo n fro m D eegan 
( 1 ). bv fo rfeit 
135 
po und!« 
Peer 
(D 
wo n 
fro m 
L lnd- 
« ko g 
tN>. 
dec;» io n 
alter 
tw o extga par- 
lo d» , 
135 po unds 
l.arso ii (N ) w o n fro m A m - 
lie 
til. decUUtn 
14.5 po und» 
Ree« (N) w o n fro m W eldo n 
fi t, dertato n 
155 po und!« 
C o o ns <11 w o n fro m flh lr- 
lej 
( Nt . 
(ail w ith bar arm 
and 
rev « r» t 
h -adlo ek Ui 5 utlnutea 0 « eeo nd» 
1*5 p o un d s 
P o tn er (I) wo n fro m R o b­ 
ertso n 
tN I 


guards for a basket. 
The 
oth*T ! 
T eachers’ point was the result of a 
free-throw by L annlng. T he score: 
W av trly, 10. 
| 
Taacbara. 7. 
B FT F 
2 
4 
PLaub, f 
0 Stew ard, f 
0 El*, f 
0 Lannlng, f 
1 Dter, e 
2 Ro th, g 
e Ho y. g 


B FT F 
1 
0 
0 
0 0 1 
1 
0 
2 
0 
1 
2 


Telephone Team 
Steps On Dewitt 


7 
5 
5 


Tlie Lincoln Te’ephone com pany 
ba.« 'kcteers stepped awav from De- ; 
1 
0 2 W itt In the .« econd helf to wind un ; 
® 
” • 
with a 19 -14 victory . Friday night 


1 Padderfo rd 
g 0 
0 2 O n the 
Lincoln 
’’Y” 
floor. 
T ie 
I) 
’ 
‘.score was knotted a t the midway 
Total* 
3 
I u m arker, 
but 
the 
Telephone lads 


Metho dists Bo wled Ov er 
In Co nference Opener 
At Hastings. 
H ASTIN GS, Neb., Ja n . 10—The 
Ha.stings college B ronchos pranced 
to a 34-24 win over N ebraska Wes- 


la lt ”night.^ if^ w is^ U i^ fo rm ai bow 
Arm y bo xer who is o ften do wn but nev er o ut, fo und him- 
in the Ftate college conference bas- 
self unexpectedly thrust into the m iddleweight spo tlight to - 
the‘"®LsUngs^°ini? \gX'^e.st!^^^ 
« « a result o f his clo se v icto ry o v er Len Harv ey, highly 
• ................ 
• 
■ 
to uted king o f the British 160-po unders, in a rip-ro aring 12- 
ro und bo ut at Madi.so n 
Square 
Garden 
last 
night 
that 
marked the Brito n’.s American ring debut. 
Comes Up From Floor. 
believe all y ou read In the B ritish 
Belted to the canvas for counts new spapers, 
of eight and nine in the first round, 
the sw arthy Italian got up off the 
floor to eke out a victory over the 
gangling Briton. 
It wa.s H arvey s 
second .setback m 251 starts, it y ou 


niiig. « « . 
At S alt Laka— lU ah . 31; M o n tan a S tala, 


At C o lo rado Spring*—C o lo rado C o llaga, 
32; F h lllip s Ollars, 29. 
At S an ta C lara— O lym pir flu b , 0 1 
1 S an ta 
C lara. 
» 0. 
, 
. 
. 
At Lo « A ngaies—C alifo rn ia, 3S; S tan fo r d ,, M an hattan team lost 
the .seasoii 
T 
, 
•« . 
ox 
loiiener to M cPherson, cham pion of 
a! "tiT h.m ^ n k T to; 5V. 
Arkan.sa.s Valley league, by a 
At C o llega Park— M aryland. 35; V. M. 
I., ¡narrow m argin. 
Beerhner Team Impro v ing. 
W ith but one regular from la^t 
y ear’s team on his squad. Coach 
R alph B eerhner has 
done excep- 
itionally well w ith his m aterial at 
j Jack.son‘and his squad 
ha.s 
been 
.showing ratild im provem ent 
Ja c k ­ 
.son upset Havelock high, 17-13, In 
a G reater Lincoln 
league 
tilt 
a t 
Havelock la.st nig ht aiid appears to 
have found the range of the basket 
a t last. Agaln.st O m aha Tech, the 
B eechner five was able to convert 
but a .single field goal from m any 
chances. 
H ie K ansas quintet will be eager 


JACKSON GRABS 
BASKET VICTORY 


chalked un five baskets and a free 
throw’ to D eW ltt's two ba.skets and 
two free throw s and walked away 
w ith a five-point m argin. 
M ankam ver set the scoring nace 
for the victors w ith eieht inarlcers. 
He was clo.selv followed by Dnbson 
w ith seven colnt.s. 
R. Fort led the 
------------------ 
1 loosers w ith six points. 
T he r;eore: ; 
Beechner Outfit T r i m s | 
Ttiapnane.^ 
D.witf, 
^ 
Sho pto wn Basketmen 
^ Do bso n, f 
In Co urt Spo rt. 
jlH " , ' 
Tlie red and 
white 
banner of 
hio«). « 
Jack.son high 
school 
topped the 
purple and gold pennant of H ave­ 
lock ai 


R auch, K 


T o tal* 


0 
3 
I 
1 
I 
0 0 
0 
1 
0 0 
0 
0 


0|B« tl« V. 
1 
I C. 
Fo rt, 
f 
HR 
Fo rt, f 
O'ljike. f 
4 R o gers, c 
1 Pfeifer, g 
1 Burgess, g 


5 
4 
4 
8 
3 
S' 
T o tal* 
Sco re at h alf 
U n co in T elep ho n e Co , 8 ; 
R eferee 
Art Perry, Nebra.'k.*. 
WESLEYAN HIGH 
PLAYS .\SHLAND 
T he W esley an high .squad m eets 


again Friday night w hen the 
Beechner qulnt« t carried away a j Dcwitt, i 
17-13 victory 
from the 
Shoptow n 
court, Tlie Jack.son team chalked up 


1 7 5 po und» "co ug^iin (I) wo n fro m A dam s | nine prints in the ftr.'t half, while 
(N i 
d ecisio n 
th« Engineers counted a single field 
H eav v aelg h t 
R lghter ( li wo n fro m *'« » - 
rL!'? 
The U uiversity Place lads ojiened _ 
vv.s.e.vuu 
I w ith four ba'^keu in the first quar- 
B ry an 
H an chi' 
V i l l i R I T R Y 
m * I I R T 
'<vhile holding H a\elock tc three 
r A I l i l S L IV 1 
o l L IV i 
! fhots a t the 
hoop. 
Each of these **) 
W eslejan g>niriasium. 
^ 
R R ATW l R R 4 T R I P P attem pts w ent for naught an d Jack- Rarne will be preceded by a ii*t be- 
n r s i \ i J 4 
i IV1V--C4 
g_Q advantage a t the tween second strings 
of 
the 
two 
FA IRBU RY. Neb.. Jan . 10—P air- end of tht initial fieriod. 
schools which starts at seven, 
burv Uttset B eatrice in an exciting 
Young 
placed 
Havelock in the 
T he W esley an 
high 
squad 
has 
basketball gam e here last 
night, , scoring colum n with a basket early been progre.vslng rieadilv each week 
16-14 
Two baskets by 
B ennett 'in the seccnd quarter. Ba.skets by land Coach M itten s teajn will give 
F alrbury forw ard, in the last frw To.ster and Jord an boo.sted the Ja rk - opponents plenty of trouble if more 
m inutes of 
‘ 
“ *" 
*” 
Beatrice held 
ot the first half. 
In the curtain 


lushed itself a.s a leading contender 
for cage laurels. 
T he Broncho 
got off to 
r big 
lead early In the first half, running 
up 11 
points while the W aldorf 
crew w’as able to count but once on 
a free throw by Fltz. 
T railing 10 
c .nters. the Methodi.sts began to 
drop a few of the numerou.s y hort 
.shot.s they were getting and goals 
by W ard. Feller.s and T ro tt brought 
t! 3 MethodUst.s to a .slim two jx)ints 
in the rear near the end of the 
half. 
B runtz dropped through a 
tw o-pointer to give Coach K eel’s 
outfit a 13-9 lead a.s the half ended. 
Sfco n d H alf S p rtg v . 
Ro th q uintpts o pfn^d th* seco nd perio d 
w ith burv t* o f speed 
G lenn dribbled in 
lo r a go al and 
the fe s t « as duplicated 
bv 
F its 
01 
the 
M etho do t* 
Ad 
Btv en* 
dro pped a tw o -p o .n ter and Pit* retallatfd 
w ith a gr(*at o ne*lianded effo rt and the 
n av .v 
m sig ln still w as (o ur po int* 
' 
m e Hro ncho * began to (trHw aw ay ho w ­ 
ev er, 
and 
sucie.'^lv e 
baskets 
by 
Brunt* 
and Ad B iv ens, alo ng w ith a gift to s* by 
B iv ens, put th e ¡o ral fiv e In fro n t w ith a 
13 m argin befo re J o hnso n fo und the lo o n 
w ith ^ lo ng to ss. 
Ad B lv en* co unted o n a nice fo llo w -ln 
sh o t and W ard kept th e pare w ith o ne 
-ro m the co rner o f th e co urt. 
Two bas­ 
kets by J o hnny Shea, o ne lo ng and o ne 
sno rt, plus a set-u p b« 
Blv en*. gav e m e 
H ro nci th eir g re steis lead w hich was 
14 
co untera, and ended th e H a.stlnt* sco ring 
In 
th e d yin g 
m o m ent* 
a 
field 
go al by 
Fellera and fuul to sses by Parker cut the 
m aig ln by fo ur po int*. 
T he 
Metho di.st.s 
had 
m o re 
o p po rtun i­ 
ties at th e baskets during th e first half 
but at u su al had gre« t d iflicu ltv getting 
the sph ere thro ugh the iro n circle. 
The 
Keel squad had thea d v antagr during in t 
seco nd 
p -rlo d, 
ho w ev er, 
and by a 
last- 
breaking o ffen se 
was able to get m any 
easy » co ring chunces, 
T he « to re 


Trio Setting Pace 
In Pocket Compet 


TOLRNMMKNT STANDINGS. 
a 
w 
L 
.................................. 4 
S lrash rlm 
................ 
4 
W ise 
.................................... 4 
K night 
................................ 4. 
W illm an 
.............................. 4 
M ills 
.................................... 4 


Pet 
.7,0 


2.«0 
. 000 


rw ard 
in the last fpw To.ster and Jord an txKi.stea tn e ja r x- opponents pieniy oi irouoie u nwic 
niAv broke a 12-1*2 tie 
"f*“ score to 12 points at the m id- accuracy in goal shooting can be de­ 
lft a 7-2 if*d a the ro d 
mark, while Havelock retained veloprd. T he Young Methodi.sts lost 
Half 
tn the riirfnin- 
ior 
8 single basket. 
a 
la.'« t m inute 
tu.s.sle 
to 
8y racu.5( 
rnt r r 
.the 
B e a t r i c e 
re.serve.s 
trim m ed the Falrbury re.serves, 18-7, 
Score 
Frlrliurf.B FT 
1 
pealrire 
F 
B FT F 
Pralt 
f 
« 0 
2 lohnion 
f 
1 2 
0 
B-nnait, f 
5 
1 
0 Larimore, f 
1 
0 
0 
Coak, c 
0 0 
1 Bloodfood. 0 0 0 
0 
Allan 
c-g 
0 
1 
2lMeCown. e 
j 
0 
4 
Zander» , g 
0 0 0 Klattenberg g 0 
0 
t 
Denney , q 
1 2 
1 Kuhn, g 
0 0 
1 
Totals 
• 4 - Austin, g 
t 
• 
1 


1 Totals 
"« 
a 
1 
Referee 
A. Lawandowskt. Nebraska. 


lost 
. racu.se 
H av riack R allies. 
carlv in t h e weck, 17-15. 
T ne D elap o rt, team lalllcd In tne » -c- 
Cna rh T Iar r e ll 
h as an 
inexD C ri- 
o nd half and drew up « ¡th in tw o po ints 
4 oacn “ ^r^eil 
lias an 
o f ! # M cto rs 
A free 
t .ro w gav e 
lack- eiiced squad a t Ashl.Tiid. but Indl- 
ao n a th ree.p o in t lead 
at the end o f ti e catio n .s are th at th e v c t*r an m cntor 
th ird p ciit^ 
F ach 
has brought 
th e m along fast, as th e 


ati.ied 
an 
sd d it.o n ai gift to » » 
A.shland flippers 
h e ld th e 
» xtweriui 
M s* J o rdan, guard, w» « the o utatsndsng C rete five e v e n during 
t h e first hall 
pltiv er in th e J ackso n lineup. 
HU wo rk oj ^ holldav tilt before finally fall- 
b o lh 
o n 
startin g 
p lav s 
and 
o n 
delcn e 
- y ,. ICI- n m e n . 


H aitln g i. 
H FT P 
Ad B lv 'ns, ( . 0 
2 
2 Fit*, f 
B runt*, f. 
Kem p, 
f, 
Eyra, c. 
Ba» « ett. c. 
O U nn. f. 
Al Biv ns, g 
Rhea 
g 
O lso n, g. 


55e» l« yan. 
n FT F 


E nginrers 
A ltho ugh th e H av flo rk cagers w ere un- 
R ichard» 
W eav er 
_ 
_ _ . 
, 
' 
A itno ugn tn e n av tio cx ragera wera un- 
“ 
j 
T /'xc F 
M 
i i v 
l t f ÉÏ 
l - T i r r l ae » 
Able 
to 
acio m p h sh 
m uch 
m 
tha 
firv t ’ 
l ^ a s t L S l g n i S t t g n t s » 
hair, 
the* 
r*m e 
back 
m 
th e 
last 
tw o 
R fertt 


...................... 
Bhirk 
. . . . . . . . g ............. R 
t-« « 
. . . . . . 
g 
, ................... 
L o w d l 
-J o h n W aldo rf, N abraska, 
psrlo d* to p*-y 
bask et Hall 


Fo ster, 
f 
H o w -n. c 


Al New I'u ih — 5 lure D u « 0 '« . Ita’tlm o ra, 
derlslaned 
|.« ii 
H arv av , 
E n tlan d , 
i t 
rawnJ - 
D av e Shad*. Nrw 
V atk. atagped 
J ee 
A udersan. 
C 'av lngteii, 
Kv , 
In 
ten th 
raand. 
G av lan 
l e 
Carde. 
Iran re, 
iteri- 
alar.ed J arh P ariney, R altlM arr, |a raands. 
At Met Sprli.ga. Ark — Tam nir Frranian, 
Frte 
Pa 
« elterw elg h t 
ebam |>l» ii 
e n t- 
gain te.t Feta AagM't, R rldgepart, C sn n ., 10 
raanda. 
At 
N allyw aad, 
C ai— Claw» a 
V arnar, 
Rakarfedeld 
C al.. h n o ilied ewt Al J tteM c, 
New O rleans. In « lath rannd 
At le w lttaw n , Ma— J eh n ny D elana. Rea- 
tan teath erw elg h l 
defaaird Fete H erm an, 
R ev hnrv , .Ma» a , als rawnds. 
T'Uals 
41 Asbiirv Park, N. I.— Al ll» « 'l. R laam - ♦ 
p inning 
field 
N 
J . w ellerw eitb l 
slapped R alph 
J ai .« in 
F allen 
T renten 
In fe e r lh reued 
At 
I'h il.d eip h ia—J imniv 
SmMh 
P b ila- 
dr.nh a 
C elealed Pat Haiev 
Ph lad elph U 
I t raundt. 
4| 
tr ie 
Pa —M asle 
strah . 
Frle llfh t- 
w eight 
» tapped 
Rabhv 
Maya. 
New 
Hed- 
fard. M a-t 
alght raanda 
At H aU eke 
M aas.—Harry C khels, 
New 


co m m endable brand tf 
T e 
defen siv e play o f C ap- 
lam 
J 
Frr.eauf 
w ss erceptio r.ally 
go o d 
T h e eleh t-sem eater rule elim ln aled Heiv ey 
fro m the E n g'n eers 
lineup and tha lo aa 
w as kcenlv felt 
Tha » co re 
J arksan 
N av elark. 
B FT r 
B FT r 
K an iler 
f 
I 
0 
t Harriso n, 
f 
2 
I t 
1 
1 Sm ith, 
f 
0 
0 3 
I 
I 'Baker 
c 
1 0 « 
1 
2 J Freauf g s o 0 
0 
3 
0 
« Yo ung 
g 
3 
n 0 
0 
0 Do rmer, g 
0 
0 « 
f 
B atchetder g 1 
H aselrtdge g 
0 


1 
« 
T o tals 
• 
1 
« 


IS 
1* r 
H» CÌ 
U II 11 ! 
R eieref 
P o n 


2 t S » 
l » 
» 
l l l l l l U * l S 


0 0 0 0 2 3 4 
• 
■ 
0 
• 
0 


Cleveland has i ..-ued a denial that 
It will withdraw its : upprrt 
from 
» ark 
m didiew etght; 
defeated 
B iliiin g 
the Frederick club of the Blue Ridge 
I r ac e y, N arw ay, 
la rannd» . 
IcagUC. 


Pershing Invited 
To Referee Rela ys 
DE8 MOINES. I» .. 
J an, 16— ! 
(AP.i—Effo rt» will be renewed, 
to ret General J o hn J . Perahinf; 
to » erv e aa ho no rary referee of 
this year’s Drake relays. It was 
decided 
at 
a m eetinf 
o f 
the 
relay co mniHtee m eetinf here. 
K. r . I.ytto n, business man- 
a^rr at Drake 
who 
has co n­ 
ducted 
neeo tln lio ns twice 
with 
the fen eral fo r hi* aRpearance 
here, was 
delegated 
to renew 
the inv itatio n, since 
Pershing 
ha« 
said hr 
ho ped 
to serv e 
v o metime when o ther 
engage­ 
ments did no t ro nfliet. 
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Farmers Too Good 
For Omaha Quint 


i 
A .seco nd half rally, which fea- I TIGERS OF DOANE 


I tured .some fancy basket sho o ting oy , 
; W lschmeier, tall center and Snipes, i 
1 elu.sive forw ard, enabled the Ag col- I 


A 
possible 
three-cornered 
tie 
looms in the pocket bllliard.s cham ­ 
pionship tournam ent a t the S a ra ­ 
toga Parlors. 
A fter the com pletion 
of 
Friday 
n lg ht’.s 
games, Davey , 
S trasheini and Wise were locked 
fast in a triple tie for leadership, 
each w'l h three victories and one 
defeat. 
Monday night's program , 
which will conclude the round robin, 
m ay not .settle the cham pionship 
contention, a.s each of the three 
leaders will be pitted again.st an 
opponent ranking 
in 
the second 
division and play -off of a tie m ost 
probably 
will 
be 
required 
in 
aw arding the 19 31 cham pionship in 
capital city cue circles. 
Tlie Friday .schedule had lUs up- 
.set in the defeat of Cal K night, 
pre.sent cham pion, bv George Stra.s- 
heim 
68 to 100. 
Strasheim com ­ 
pleted hi.s string of 100 in 'J9 in ­ 
nings and had high run.s of 20 and 
19 . 
Leonard 
Davrv, 
w inner of the 
19 30 tournam ent, turned back L. 
W illm an, 100 to 9 2, in a tight co n­ 
test of 37 innings. 
Davey ’« best 
break was 30, while W illm an once 
reeled off a run of 20. 
C arl Wise kept in the cham pion- 
shin runn! .f ey outplay ing Paul 


Tough a.s a boarding house .steak, 
Dundee kept boring in and 
piling 
up points in the infighting, e a rn ­ 
ing the thunderous plaudits of the 
ring worms 
who lash 
them.selves 
into a lather of frenzy a t the sight 
of aji underdog sham bling out of 
the resin dust and staging a rally . 
The Ita lia n ’s body attack eventual­ 
ly took m uch of the steam out of 
H arvey ’s punches. • 
8(rU>es Criticise Verdict. 
A lthough the Judges and referee 
were 
unammou.s in aw arding the 
verdict to 
Dundee, 
half a dozen 
ringside observers, 
including 
the 
.750 w riter, thought 
H arvey 
won the 
fight. 
One veteran scribe gave the 
Newark, N J., boy only one round, 
while .several others called the scrap 
a draw. 
The B riton never protests a de- 
cl.sion—in fact he has had occasion 
lo squaw k 
on only 
one 
previous 
verdict. 
B ut his train er, 
Archie 
W atson, 
and 
H arvey ’s 
beautiful 
blonde wife m ade no bones about 
expressing their 
belief 
tha t Len 
had been robbed of a w ell-earned 
victory . 
Brito n No t Cumplaining. 
H arvey said in his dressing room 
after the fight tha t he couldn’t un ­ 
derstand how Dundee m anaged to 
survive those two 
knockdowns in 
the flr.st 
.stanza 
W hen 
he 
put 
them down across the 
pond, they 
invariably stay ed put. 
“I m ight have been better off if 
I ha d n ’t .scored tho.se knockdowns.” 
he said wry ly . 
“A.s it was, T be­ 
came over-anxious an d fought m y - 
selt out 
of 
my .stride, 
i was 
so 
anxious to make a good lmpr(» .slon 
that I m ade a bad one.’’ 
Englishman Lo o ks Go o d. 
A.s a m atter of tact, he did n o th­ 
ing of the .sort. 
Hjs short. Jolting 
lefts had D undee reeling tim e and 
again, and at rare intervals he un ­ 
corked a honey of 
an 
overhand 
right w hich he should have used 
oftener. 
And hts engaging smile 
under punishm ent soon caught the 
fancy of the crowd. 
H arvey will do m uch better w hen 
he becomes accustom ed to the A m ­ 
erican sty le 
of fighting. 
Accus­ 
tomed to clean breaks in England 


At C hapal H ill—No rIh C aro lina, SI; R an - 
O o lph-M aro n, 13. 
At T u scalo sa— A labam a, 8 1; N o rth C aro ­ 
lin a S latr . 17. 
At Mt. V arno n— C o rno ll, 4« ; Co a, 
At St. Fatar— G nalav ua A do lphus, 84; St. 
M ary's (W in o n a). t:t. 
At N o rfo lk— N o rfo lk J u nio r, 1« ; Hahro u 
J unio r, 0. 
• 
Leaders Stick To 
Habit of Winning 


T he St. M arks R eform ed cagers 
...... ............. ^ _____ 
___ 
added 
another victory 
to 
their 
even .scores w ith the local team , 
string of 
consecutive 
trium phs 
Jackiton, under 
the regim e 
of 
when thev trounced St. Paul M, E., ¡s tua rt Bailer, won a clo.se decl.slon 
23-15. 
Friday 
n ig ht 
in 
class 
B over the Kansarus la.st y ear. B eech- 
dlvislon 
of 
the 
Y. 
M. 
C. 
A. „pr probably will s ta rt his regulars. 
C hurch league. 
Foster 
and 
K anzler, 
forw ards: 
Elm P ark M. E., also an un - I Bowens, center, and 
Jo rd an 
and 
beaten 
quintet, 
hurdled 
Second | Amoa 
guards. 
M ax 
R oper 
B aptist. 27-18. 
T he Elm Park l a d s j referee, 
have been bowling over their op- ' 
ponents consistently this sea.son. 
Ea« t Lincoln C hristian turned In 
the highest num ber of points of the 
evening in the gam e in which the 
E ast 
Lincoln y ou hs 
defeated 
T abernacle Chrlstlan.s. 34-9 . 
The tw o quintet.« of College View 
lads m et and the re.sult was a lop­ 
sided 29 -2 victory for Union C hurch 
over O ur S aviors L utheran. 
The 
scores 
« 1. 
M arks. 
83, 
I 
at. 
Fanl. 
15 
B FT F 
H FT F 
4 
I 
21 W o o ds, f 
4 
3 0 
0 
1 
2 L arge, 
f 
0 
0 1 
I) 
0 
2 H aw tho rne, ( 
0 
0 
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will 


Cruise, 
i 
Neel, f 
Peden, c 
Dler, g 
Saw yer, g 


T o tals 


0 
I OIKipp, c 
0 
0 
0 2 S trak a, 
g 
I 
K linm el, g 
0 
10 
3 A M urray, g 
0 
; Sturm er, 
g 
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! 
T o tals 
.5 
5 
6 
Sro re at h alf 
Bt 
M arks R'-fo rm ed, 13, 
St 
P aul M. E . 
6 R eferee 
Art P eiry, N e­ 
braska. 


RESERVES LOSE 
TO RETHANY HI 


Ho rney Quintet o n Sho rt 
End o f Co urt Clash 
With Clarkmen. 


T he 
tall 
B ethany 
high 
cage 


0 
2 teajpi pre.sented an airtig ht defense 
” } which held the 
Lincoln 
reserve 
7 
quintet to a trio of field goals in 
- 
"i handing Coach 
H orney ’« 
lad« a 


Elm 


Allen, 
f 
Lanm an, ( 
Clark, c 
Barn» » . « 
p u n n , g 
B lo ckw ltx, 


Park, 
27. 
B F*r r 
Seeo nd R apt., IS. 
il FT F 
4 
2 
2 
0 
3 
1 
3 
0 
Ü 0 
0 
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2|B ln ger. 
f 
0 
4 F'o untatn, 
f 
4 
1 Sm ith, c 
1 
lIF’retirich, 
c 
0 
O'Ho ltr.endo rf. gO 
1 Kurt*, g 
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T o tal» 
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3 
lì 
T o tal» 
.Sco re 
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h alf 
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Park 
M 
T. 
S 'co n d 
B ap tist, 
7 
R eferee 
Art 
Nebraska 


7 
4 
5 
1« . 
Perry, 


East L. C hris., II. 
B IT F 
T abernacle, 


lo igo ni. 
f 
Eddy, f 
Pierre, 
e 
Lind, 
g 
Clarke, 
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T o tals 


0 
1 H inm an. 
f 
0 
1 H utchinso n f 
1 
1 Vniith, f 
1 
2 tiOi kwo o d, c 
0 
0 R am cl, 
g 
B uteher, 
a 
2 
6 S chm itr, g 


Sco re 
at 
half 
II 
T ahernacle (-'hrlsltan, 
5 
Perry. .Nebraska 


T o tal- 
4 
1 
7 
F » 't 
I.ineo ln 
C hriiitian 
R efei e 
A lt 


Wright 
f 
G ray, t 
Rro lt. f 
Caley, g 
Hrinto n, g 
Theia, g 


T o tal» 


lege ba.^ketball team to defeat the 
U niversity of O m aha Friday night 
at the Ag college gy m nasium . 39 -23. 
The F arm ers led 13-10 at the inter- 
m l.^ '-i'n S c o re . 
I nt. af Om aha 
F 
H )T r 
A f 
C al'ete 
B FT 
B-i'.-e» , f 
In • > 
r 
W.« > I - r f e 
. (i;i(« ‘ • 
f 
H erhc-t 
c 
< o le 
g 
.H;.:.itger r g 
H.Jt' 
m« o n g 0 


(I Tiio mp'o n. 
f 
" •'■'If 
f 
4 
H 
,■■(¥ . 
e 
Ì 
0 iam tle 
e 
a 
6 F ry 
g 
I 
1 S f ientro ut g 1 
0 1 :►» g 
0 
1 Barber 
g 
1 


T . ! * l s 
17 
Re fé rea— Ciuf 
5 
• 
T o 'aìs 
C unninghaut, 
11 
! il 
N ebraska, 
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MllU, 100 to 62 in 35 innings. M U k’ 
best run wa.s 17. 
T he M onday nig ht program plt.5 
Wi.se 
again.st 
K night, 
S ra.^heim . 
. 
, 
, 
------- - 
against W illm an and Davey against 
'4'®* 
® loss in the infighting, 
M ills 
: 
bothered by repeated 
_ _ 
____ 
: w arnings 
by 
the referee. 
The 
B riton had a 
trick of back -han d ­ 
ing his opponent w ith his left, and 
rLso was cautioned by the referee 
for heeling with his glove and giv­ 
ing Vince the elbow on close quar­ 
ter« . 
Dundee "Leaping l.,en*.‘* 
Dundee, the shorter of the two, 
was a regular 
"U apin g Iduia." He 
kept ram ping 
off 
the 
floor and 
chopping rights to the 
E nglish­ 
m an 
nose and m outh, draw ing a 
s'.-earn of 
clarrt 
The 
Italian 
lookeo for aJi 'he world like 
fiy .s 
Sonnenberg dem onstrating his fly ­ 
ing tackle 
About 10,000 fan« witne.ssed the 
fracas 
Harvey was a two to one 
favorite. 


.START WITH WIN 
GRANT) ISLAND. Neb . J an l b - 
D oane college, state college cham ­ 
pions of 19 30. opened the 19 31 cam ­ 
paign la.st n ie ht w ith a 24-13 vic­ 
tory 
over 
G rand 
I-siand 
college 
T he Tigers led 12-7 at the end of 
he fir« » half. 
Score 
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T o la’..- 
l 
ÜKk PuU ism , O rand laland . 
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0 4 R ank, f 
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4 0 0 C o ne, f 
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2 C hri» (o ph'n f 0 
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0 
0 
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B ritan, 
f 
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2 
1 
0 C hrtatansan g 
0 
Shradar, g 
0 
14 
i 
7 
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. 
T o tal* 
0 2 
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Bco re 
at h alf 
U nio n 
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R eferee 
Art lar ry, 
N ebraska 


B o th d iv isio n s o f cU sa C g el in to ae- 
n o n 
.Haturday 
n ig h t 
o n 
th e 
’*Y ‘ 
flo o r 
T he pro gram 
5 30- Raco nd 
B ap tist 
V» . 
Flrv t 
Bapi.l*» 
* 15 
B ath sn y C hristian v s 
First M 
K 
7 00 -R t 
Paul M 
E 
v s 
Tam p'a B a|) ;si 
7 45 
F irst Plym o uth v s, Flm Park M F 
i SO 
W arren M 
E 
v a. Hav elo ck M F” 
9 15 Rac 
prashv tarlan v s 
« r ac e M 
E 
BLUEJ AY CA(;ERS 
BEATEN BY BEARH 
OMAHA, J« n. 
W ashing­ 
ton university of St. Louis last night 
began It.s defensr- of the Ml.s.sour'i 
Valiev title it shared la.st y ear w ith 
C reighton ur.iversltv 
bv defeating 
C reighton in a fast eanie here by 
the score of 26 to 23 
C reighton 
If 1 at the half 
12 to 9 . and in- 
rrea.sed the m argin to 16 to 9 as 
♦ he .second half .started only to j'e 
the B ears come back and tie the 
score a t 20 each 
Hteldem an then 
*ent W ashington into the lead w ith 
a Rift shot and Rauselle sewed up 


I the gam e w ith tw o quick basket« . 


neat 
15-8 lacing on the 
B ethany 
fl(X )r Friday night. 
Coach C lark started his second 
string but 
rem oved 
them 
» oon 
a fter 
the 
opening w histle. 
T he 
regulars 
were 
« low 
in startin g , 
j* however, and failed to score In the 
I first quarter, which ended w ith the 
1 
Red and 
Black second 
string 
2 ‘ ahead 2-0. 
Two 
field 
goals by 
R onald S hum an plus a basket and 
a free tos.s by 
William.s brought 
N cthany a 7-2 lead a t the half. 
Basket Hits 
S c ar c e . 
B ut three baskets were counted 


1 
0 
0 
IM’rlod, one 
each by 
0 the S hum an tw ins 
and 
one by 
1 
Card, center of the Lincoln quint 
^ 
The fourtli iierlod also saw 
litMe 
3 .scoring, Ronald Shum an and W il- 
0 
liam.5 each potting a tw o-pointer, 
while a ba.sket by C ard and a pair 
of foul 
throw s 
constituted 
the 
.scoring of Coacli H orney ’s team 
Tile reserves had num erous oi>en 
.« ihot.s a t the basket but .saw most 
of their effort« 
roll 
around the 
hofip and fall ouUside. 
The L in­ 
coln third string won a prelim in­ 
ary tilt from the B ethany seconds, 
12-8 
T he score; 
S allisn y. 
B FT F 
T ho m pso q f 
Bailav , 
f 
H« n Rhu n f 
Ro d Bhu n f 
B allard 
c 
' W illiam » 
e 
. T arrlll. 
g 
, V trlay, 
g 
' 
Rhum o n g 0 
i C rltclifield g 0 


Raaarv ra. 
B FT F 
0 
0 ,'Hammer, f 
0 
0 
2 
• 
1 Ayrat, 
f 
1 0 
2 
0 
0 Haldanralch f 0 
0 0 
0 
0 H aw kins, ( 
0 
0 0 
0 
3 N o rllng, 
f 
0 
0 1) 
1 
0 .-'ard, e 
2 
0 
1 
0 
(I Kahli-r. V 
O 
i l 
0 
0 'ah w ar i, g 
0 
1 0 
0 
2 Hay. g 
0 
0 0 
0 
1 N o rth, f 
0 
0 0 
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